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“BUILD NOW”—THE PROPER SLOGAN. 





ROGRESSIVE and enterprising master plumb- 
ers and master steamfitters are spreading the 
sentiment of ‘‘build now.’’ Labor and build- 

ing materials have been reduced to a very conserva- 
tive price, due to various underlying conditions such 
as political and industrial disturbances and the war 
in Europe. 

The trade would do well to enlist the co-opera- 
tion of local newspapers in propagating the senti- 
ment of “build now.” The investing public should 
be thoroughly awakened to the fact that now is the 
time, the opportune occasion to begin building oper- 
ations. The “build now’ idea is an excellent one 
and the trade could no doubt, secure the hearty 
co-operation of the public press. Hence to call on 
your local editor and talk the matter over with him 
would certainly not be amiss. 

Newspapers in New England are pushing a vigor- 
ous “build now” movement which is receiving wide- 
spread endorsement throughout New England, and 
which is also becoming a means of relieving the un- 
employment situation. The Boston Post, recently 
published an interview with Oscar J. Saxe, president 
and manager of the Dalton-Ingersoll Mfg. Co., of 
Boston, in which Mr. Saxe is quoted as declaring that 


fully ten per cent can be saved on plumbing and 
heating goods by building now. 

Quoting Mr. Saxe, the Post says: ‘I am extreme- 
ly conservative in saying that people who build now, 
can save 10 per cent of the cost of plumbing and 
heating apparatus. I am positive that at least 10 
per cent can be saved, and | think I would be nearer 
right if I said 15 per cent. 

‘The price of plumbing and steam fixtures are 
now at the bottom and as low as they have been 
since 1908, and much lower than they will be two 
months from now. 

‘People who, during the coming few months, 
have the foresight and good judgment to begin to 
build will secure the advantage of this low price. 
There are indications now of a greater demand for 
these materials, and as the market governs the 
prices, it is practically certain that the prices will go 
up. I look forward to a very prosperous year in 
business. 

‘Business is bound to be good, and it won't wait 
for the termination of the war to show tremendous 
improvement. 

‘| know that other materials for building purposes 
are much cheaper. Iam familiar with the conditions 
and the prices in the materials being discussed. From 
every point of view it is the right time to build, if 
those who are able to build want to save 10 per cent 
or more on the work. 

‘This country is going to see the greatest pros- 
perity it has ever seen by the time the war ends, and 
it is excellent judgment to build and stock up in 
preparation for the time. If we are ready the United 
States can secure a great foreign market that will be 
permanent, for once our goods get into some of the 
foreign countries, no other nations can successfully 
compete against us. ' 

‘I think that the savings banks should co-operate, 
and probably will, in the making of small loans on 
real estate development. If the banks do their full 
duty, there is no doubt that the ‘build now’ cam- 
paign will meet with the greatest success. Such a 
campaign is bound to be a stimulant to better indus- 
trial conditions.”’ 

The sentiments uttered by Mr. Saxe have found 
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enthusiastic support in western business circles. The 
“build now’’ watchword was recently adopted at a 
meeting of the building material interests of Chicago. 
It was stated at this gathering that at no time in the 
past ten years have conditions for building construc- 
tion been more favorable than at the present time. 


Vol. LXX, No. 7 


Low cost of materials, adequate labor and an easy 
money market were among the factors cited by the 
building material men as most conducive to a pros- 
perous building year. Members of the trade, one 
and all, will undoubtedly ‘‘put their shoulders to the 
wheel” and push the “build now’ proposition. 
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As to Contract and Failure to Pay Occupation Tax. 
The Supreme Cort of Kansas holds, in D.... vs. M.. 
140 Pacific Reporter, 890, an action to enforce a _ sub- 
contractor’s mechanic’s lien for plumber’s work and ma- 
terial, that, in an action against the owner of property 
for the value of improvements made thereon, the de- 
fendant cannot be allowed damages on account of the 
plaintiff's refusal to complete the work, where such re- 
fusal was caused by his own repudiation of the contract 

regarding the price he was to pay. 

Where the terms of the contract are agreed upon, and 
two writings, supposed to be in conformity thereto, are 
executed, each party retaining one, the enforcement of 
the contract against the party who prepared the writ- 
ings cannot be prevented by the fact that the copy re- 
tained by him does not conform to the agreement, and 
that the one given to the other party conforms to it only 
by reason of an addition, not clearly legible, made before 
its execution with a different kind of pencil from that em- 
ployed in the body of the instrument. 

Then, although one doing business without having paid 
an occupation tax required by a city ordinance cannot 
ordinarily maintain an action for services performed and 
material rendered in that connection, this is because of 
a disability imposed upon him, which may be removed 
by a subsequent ordinance, or by a pardon. Where a 
plaintiff, while under such a disability, brings an action 
of that character, dismisses it without prejudice, and 
afterwards obtains a pardon, he may within a year after 
such dismissal institute a new action upon the same claim, 
notwithstanding any other statute of limitations. 

This action was not brought within a year after the 
iling of the lien statement. But within that time an ac- 
tion was brought seeking to foreclose the lien, which 
was dismissed without prejudice, and this action was 
begun within a year after such dismissal. At the time 
the action sued on accrued, a city ordinance required the 
payment of an occupation tax by persons pursuing va- 
rious callings, including that of a plumber. The en- 
gaging in business without the payment of the tax was 
designated in the ordinance as a misdemeanor, and was 
made punishable by a fine of not more than $100. At 
the time the plaintiff did the work and furnished the ma- 
terial sued for, he had not paid such tax. After his first 
action was dismissed, and before the second one was 
begun, he paid the tax, and a new ordinance was passed 
purporting to pardon all violations of the original law, 
and to remit all penalties thereby incurred, by persons 
who had in the meantime made such payment. The 
mayor also undertook to grant a specific pardon to the 
plaintiff. The court holds that, under the Kansas 
statutes and decisions, he was entitled ‘to maintain: this 
action. The ordinance involved did not forbid one to 


engage in business as a plumber until he had passed an 
examination or otherwise proved his competency. Its 
conditions could be fully met by any one who paid the 
specified tax. The so-called license which was issued 
was in effect nothing but a receipt for such payment. 
The case of the merchant or mechanic who does business 
while his tax is unpaid is not closely analogous to that of one 
who engages in a traffic which for some public purpose 
is altogether forbidden, or permitted only to a restricted 
class who have met some prescribed condition. The 
distinction suggested is recognized as a just basis of class- 
ification. 
Leaving Unsightly Pipes. 

The Supreme Court of Minnesota says that the case 
of Johnson et al. vs. Church of St. Charles, 148 North- 
western Reporter, 281, was brought to recover the contract 
price for the installation of a hot-water heating plant 
for the defendant. In the installation of the plant the 
plaintiffs extended the hot-water pipes, designated as 
risers, from the floor to the ceiling, where the pipes were 
angled off horizontally at convenient distances, and with- 
out uniformity, beneath the ceiling, and then extended 
through the ceiling to the floor above and connected with 
the radiators. There was evidence that this was not a 
workmanlike way of placing the pipes and that the rooms 
were made unsightly. There was also evidence to the 
effect that it would cost $200 to put the pipes in the con- 
dition required by good workmanship, and the defendant 
claimed damages of $100. This claim was not one to be 
disregarded. It was at least a case for the jury, and 
was error to instruct them that they could allow only 
nominal damages because of unworkmanlike construc- 
tion, resulting in the placing of the pipes in such a posi- 
tion as to make them unsightly. The plaintiffs recovere: 
a verdict for $300, but must consent to a reduction thereo! 
by the sum of $100, or a new trial must be had, 


Right of Recovery by Subcontractor. 


Can a subcontractor recover for material or labor fur 
nished, where, under the terms of the contract between the 
contractor and the property owner, there is nothing yet 
due the contractor, but the amount of the contract price 
between the property owner and the contractor exceeds 
the amount claimed by the material man? That a sub- 
contractor or material man-is entitled to a lien under 
such circumstances, the Supreme Court of South Dakota 
says, in Symms-Powers Co. vs. Kennedy et al., 146 North- 
western Reporter, 570, with which was consolidated an 
action by a plumbing supply company, is the estab- 
lished law of South Dakota, and is in harmony with 
the great weight of authority. The authorities, both 
federal and state, supporting this holding are collected 
in Hightower vs. Bailey & Kochner, 108 Ky. 198. 









Heating by Means of Gas Burning Appliances 


Detailed Description of Gas Burning Appliances for 


the Purpose of Heating Houses and Single Rooms* 


By GEO. S$. BARROWS 


(Concluded) 


\sbestos back heaters (Fig. 3) have a vertical sheet of 
asbestos board on which is attached, by means of silicate 
of soda, long fibre asbestos. Immediately below and in 
front is placed an atmospheric pipe burner, the flames 
from which heat the fibres to incandescence or at least a 
bright glow. 

In a modification of this the back is a box of sheet 
metal, the front of which is perforated and _ similarly 
covered with asbestos fibre. The box is the gas cham- 
ber, the flames burning from the perforations and heating 
the fibre. 

The appearance of either of these heaters when lighted 
is quite agreeable, but, as the asbestos stains quickly, the 
appearance when unlighted is not attractive. 

A serious disadvantage of the heater with the _ per- 
forated back is that because of the insufficient air supply 
to the upper ports, which lie in the path of the products 
of combustion from the lower ports, there is decidedly 
poor combustion. 

In England many heaters are made having a row of 
atmospheric burners, over each of which is supported a 
suitable body of refractory material. These bodies are 
usually of fire clay, or similar material, which becomes 
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Fig. 3—Asbestos Fire Back. 


red or white hot when heated. A similar heater employs 
spirals of silica glass supported inside of silica glass 
chimneys. Both are efficient as heaters and not unpleas- 
ing when not lighted. (See Chart, Fig. 3a.) 
All of these heaters may be portable and when intended 
to be so used should be so designed that the temperature 
*Paper presented at the twenty-first annual meeting of the 


American Society of Heating and Ventilating Engineers, held in 
New York City, January 19-22, ’ 


underneath will not be sufficiently high to damage the 
floor or its covering. 

These heaters, either of the portable type or preferably 
modified to suit the location may be installed in fire 
places. 

Where natural gas is availabie, perforated, hollow balls 
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Fig. 3a—Asbestos Fire Back Chart. 
See Note under Fig. la, in last week’s issue. 


of fire clay of different designs are placed on a flat burner 
in an ordinary coal grate, but this type of heater is not 
desirable with manufactured gas. : 

Another heater much used in fire places is the gas log 
(Fig. 4). This is usually of ceramic material, the out- 
side finished in imitation fire wood. An air mixer 1s 
provided below the log, which is hollow, the interior 
space being used as the mixing chamber. The gas burns 
from perforations in the log and a lively effect is provided 
by patches of asbestos fibre attached to the log to glow 
when heated. While the combustion with the gas log 
is not perfect because of the insufficient secondary air, 
it is a fairly efficient heater (See Chart, Fig. 4a) and 
because of its appearance it enjoys a deserved popularity. 

Gas-fired steam radiators (Fig. 5) are now much in 
vogue. These are similar in appearance to the com- 
mon steam radiator, made in any desired number of 
sections and with an atmospheric burner beneath. A 
small quantity of water placed in the radiator is heated 
by the burner and the upper part of the radiator serves 
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as the steam chamber. A _ regulator operated by the 
steam pressure controls the gas supply and maintains a 
nearly uniform pressure. 

These radiators may be connected in the regular low 
pressure steam. heating system and gas heated as an 
auxiliary at times when the regular steam supply is cut 
off. For buildings, a large part of which may be un- 




















Fig. 4—Gas Log. 


occupied at times, this feature is desirable, for it is then 
unnecessary to operate the central plant to supply heat 
for only a few rooms. 

Because of the weight of this heater it cannot be 

readily moved so is of the stationary or semi-portable 
type. (See Chart, Fig. 5a.) 
‘A heating system is now heing placed on the market 
the units of which are similar in appearance to steam 
radiators, each having an atmospheric gas burner in a 
combustion chamber in place of the central sections. A 
suction fan at a convenient point, connected to the various 
radiators with wrought iron pipe, draws the products 
of combustion through the sections which are so pro- 
portioned as to absorb most of the heat. All of the air 
for combustion is taken in as primary air and as the 
products are positively discharged there is a marked 
ventilating effect. 

Power to operate the fan is needed, however, and 
provision must be made for disposing of the water con- 
densed from the products of combustion. As solid pipe 
connections are required for the exhaust line, this heater 
must be considered stationary. 


I make but passing reference to heaters with “surface 
combustion” burners, as these are still in but the ex- 
perimental stage. Surface combustion burners are a de- 
velopment of atmospheric burners in which all the air for 
combustion is primary, and “flashing back” is prevented 
by the use, at the burner orifices, of refractory material 
loosely placed thereon. The function of this material is 
to provide a gradually increasing area of the burner ports 
towards the point at which combustion is effected. The 
result is that backwards from this point the velocity of the 
stream of gas and air is more rapid so that at a point 
just inside of the surface the velocity of flow is greater 
than the velocity of propagation of explosion, and com- 
bustion anterior to this point is prevented. As gas and 
dir are supplied in proper proportions for perfect com- 
bustion, the combustion is effected almost instantaneously 
With a minimum of flame and high intensity of heat de- 
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velopment. Such burners, at the present time, require a 
blower to supply the primary air. 

For stationary and in many cases for semi-portable 
heaters, solid metal pipe connections may be made for 
the gas supply and it is obvious that such connections 
are the best in every way. This method of connecting 
cannot, however, be used with portable heaters which 
from their nature demand a connection sufficiently flex- 
ible to permit limited movement when in use and ready 
connection or disconnection, without use of tools, from 
the permanent gas supply fitting. 

Flexible tubing of various materials for this purpose 
may be classified. 

Rubber Tube: No kind of rubber tube is satisfactory 
as the illuminants commonly found in manufactured gas 
combine with the rubber and soon render it unfit for use. 


Composition Tube: A mixture of glue, glycerine and 
lithage (or their equivalents) is used as a gas proof 
coating on a tubular base, usually of braided cotton, 
which may or may not be stiffened by means of a helically 
wound wire. When carefully made this tube is fairly 
satisfactory, but if the proportion of glycerine is insuffi- 
cient the tube will stiffen quickly while if it is excessive 
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Fig. 4a—Gas Log Chart. 
See Note under Fig. la. 


the composition becomes so hygroscopic that during 
humid weather water will collect on the tube. 

Metallic Tube: This is made of helically wound strip 
metal of special section so that the contiguous turns are 
interlocked and made gas tight by a gasket of rubber 
or asbestos thread. The chief objection to this tubing 
is that if twisted in a direction opposite to the winding, 
the turns will open sufficiently to permit the leakage of 
gas. If carefully used, however, it is a safe and satisfac- 
tory flexible gas conduit. 

Flexible tubing of any kind must be so made as to per- 
mit its ready connection or disconnection from the per- 
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manent gas supply fittings. By far the most common 
means is the rubber “slip-end,” a cylinder of elastic rub- 
ber, permanently attached to the tube, the axial hole 
through it for the passage of gas being of the proper 
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Fig. 5—Gas Steam Radiator. 





size it fits over the metal “hose end” of the fixture to 
which it is attached. This end depends on the elasticity 
of the rubber for its holding power and as with time the 
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Fig. 5a—Gas Steam Radiator Chart. 
See Note under Fig. la. 


rubber hardens the value of the end decreases. Frequent 
attachment or detachment also wears the rubber so that 
in time it becomes too large to properly hold. In spite 
of these disadvantages it is so universally used and its 
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shortcomings are so well known that its ready applica- 
bility make it a satisfactory device. 

Several substitutes for the rubber slip end are now 
available, the most practical being a “union” which by 
means of a wing nut may be tightened or loosened without 
the use of tools. This is so decidedly an improvement 
over the slip end that its more general use is very prob- 
able. 

I shall say no more regarding the hygienic effect of 
gas heating, because its principles are similar to heaters 
using other fuels, than to call attention to the real sterili- 
zation of air effected by its passage through the flame. 


Many interesting tests to prove this fact have been 
made, especially in England, details of which may be 
found in the Gas Trade Journals, partiuclarly the “‘Lon- 
don Journal of Gas Lighting,’ during the past two years. 





A MASTER PLUMBER ON THE JOB. 





Phenomenal Sale of Philadelphia’s New Loan by City 
Treasurer William McCoach, Treasurer of the National 
Master Plumbers’ Association of the 
United States. 





City Treasurer William McCoach, of Philadelphia, last 
week in commenting on the recent sale of $5,000,000 of 
City Loan, stated that he was not only pleased with the 
sale itself, but that he was especially gratified with the 
payments made by purchasers. At the close of business 
Wednesday night there had been paid in on account of 
principal $3,346,182.50, and for interest, he had received 
$8,039.44. This indicates, said he, “that the persons who 
bought bonds had the ready cash and were anxious to 
make payment as early as possible, in order that their 
capital might be earning the interest on their invest- 
ment. In this connection, I want to thank the many 
savings fund institutions for the part they have taken 
in this sale, for wihout exception, these several savings 
funds have allowed purchasers of bonds to draw on their 
accounts without giving the usual notice. In the name 
of the City and the purchasers of this bond issue, I want 
to thank them for their readiness to help both the City 
and their own patrons by this accommodation. Some 
buyers are under the impression that payment in full 
cannot be made under the fourteen days specified for 
settlement. This is an error, as we shall be glad to have 
settlement as early as convenient to the purchasers.” 





TO STUDY OVERHEAD EXPENSE AND SHOP 
SYSTEMS. 





The Master Plumbers’ and Fitters’ Association, of 
Haverhill, Mass., has started the new year with an active 
board of officers and already plans are being outlined for 
a series of talks on Overhead Expense, Shop Systems and 
similar subjects. It is planned to hold these talks once a 
month and to follow them with a social hour and refresh- 
ments. The new officers and committees, recently elected, 
are as follows: 

President, William B. McAree, of McAree Bros. 

Vice-presidents, George G. Miller, of the Haverhill 
House Heating Co., and John J. Sullivan. 

Secretary, Clarence M. Neily, of P. E. Elliott & Co. 

Treasurer, C. A. Anderson. 

Executive committee, the officers. 

Sanitary Committee: Fred S. Mills, James E. Dugdale 
and P. E. Elliott. 

Entertainment committee, Secretary Neily and Treas- 
urer Anderson. 
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Business Methods for the Plumber and Fitter 


XXVIII.—The Money-Making Possibilities for 


HE value of handling 
advertised goods by 
the plumber is the 
margin between cost and 
selling price. The average 
plumber handles advertised 
articles largely because the 
public demands it. The rea- 
son the plumber takes a 





passive or negative attitude 
towards the average adver- 
tised article is that it usually 
competes with some similar 
article which offers him a 
larger margin of profit per 
Wesley A. Fink. sale. The plumber forgets, 
however, that the chief effect 
of advertising by the manufacturers (as far as the plumber 
is concerned) is not represented in the sale of the article 
advertised, but in the creation of customers. 


The plumbers, who are making money and doing busi- 
ness along modern up-to-date lines, are the ones who 
handle advertised goods, not because the public insists 
that they handle them, but because they prefer to handle 
them since they recognize each advertised article as a 
customer-maker for their stores. 

To build up your business you should treat your cus- 
tomers courteously and give them good service. Good 
service includes giving them the well known brands of 
articles they see advertised. 

When you sell them articles backed by the reputation 
of some well known name which they recognize, it re- 
moves any suspicion on the part of your customers that 
you are getting a larger profit. 

In fact customers buy more quickly and are satisfied. 
They like to trade with reliable dealers, because they 
know that some spurious article is not being palmed 
off on them as “Just as Good.” 

One of the factors, which enters into the making of vir- 
tually all sales of advertised goods, is that the goods 
carry three guarantees: 

The manufacturer’s guarantee is carried in the maga- 
zines and papers. Then the publishers of the magazines 
guarantee all of the products advertised in their columns. 
Also the reliable store further backs the advertised articles 
with its own absolute guarantee. 

Contrast the conditions of two dealers, one of whom 
handles nothing but advertised articles and has his sales 
practically all made for him by the advertisers, and a 
dealer who handles no advertised goods and who has to 
do all his own selling and cover all his own sales ex- 
pense. 

You rarely have to make good on the manufacturer’s 
guarantee. But when you are called upon to do so, you 
can do it eagerly, without quibble or evasion of any 
sort. This is a profitable business procedure even when 
the customer is in the wrong. 

One reason for this is that the loss from this practice 
is virtually a negligible figure in comparison with the in- 


the Master Plumber in Selling Advertised Goods 
By WESLEY A. FINK 


creased business resulting from the complete confide: 
which customers have in a store which backs the 
facturer’s guarantee. 

The spreading of the gospel of increased business for 
the dealer or the plumber through the pushing of na- 
tionally advertised goods is now the important thing be- 
fore the advertisers of today. 

Beyond a doubt the increase in the volume of bus: 
ness will come largely through the increase in the se 
of advertised guaranteed goods; and that the profits, whil 
a little less per sale on advertised goods, are substantial- 
ly greater on a year’s business because of the increased 
business brought to the store through the pushing of 
these known and wanted articles. 

In pushing nationally advertised goods you should 
make use of the magazine advertisements of the manu- 
facturers in preparing your local copy. Get reduced 
cuts of the advertisements which the manufacturers run 
in the magazines and run them in the local papers or in 
your advertising matter. Any of the national manufac 
turers will gladly loan you cuts for this purpose. 

These advertisements, with your name inserted, are far 
more effective than a cut of the article itself. For one 
thing most men or women are familiar with the magazine 
ads, for most men and women who have homes—the kind 
of men and women who constitute the good buyers of 
plumbing goods—read one or several magazines. 

You simply let them know in this way that the articles 
that they have read about in the magazines are for sale 
at your store. This ties your local advertising hard and 
fast to the magazine advertising. 

In addition, as recommended by W. W. Hughes, of 
Minneapolis, take out of your window the old hopper- 
closet and the hand-painted wash bowl, and in their place 
exhibit nationally advertised goods. 

Another scheme for furthering the sale of advertised 
articles is along the order of newspaper advertising. Take 
the cuts of reduced magazine advertisements and use 
them for printing blotters, each blotter bearing the mes- 
sage of a single advertised article and the name and ad- 
dress of your store. 

Blotters are inexpensive, and cost but little to dis- 
tribute—slip one in each letter or bill you send out. 
Let them go to the homes and offices where blotters are 
appreciated. Blotters are not thrown into the waste 
basket like other advertising matter, but are retained un- 
til their usefulness is ended. These blotters will lead 
to many additional purchases. 

A good plan also is to have a large attractive card dis- 
played in your window, which reads: “Advertised Goods 
On Sale Here.” 

You make money in two ways on sales of advertised 
goods. Your selling cost on nationally advertised articles 
is lower than on unadvertised lines, and the sales, and 
consequently the gross profits, are larger. You do not 
have to cut the prices on nationally advertised goods, 
as people expect to pay the regular price of nationally 
advertised articles. The manufacturers of nationally ad- 
vertised goods advertise to such an extent that almost 
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every one who can read, knows about their merits be- 
fore they come into your store. 

The plumber or retailer, who is going to make more 
profit from the sale of advertised goods than from the 
sale of similar unadvertised lines, must do it by realiz- 
ing a larger bulk in the sale of the advertised article 
than could be had from the sale of unknown goods. 
The increased volume of sales resulting from the push- 
ing of advertised goods gives a greater profit by far than 
that of the smaller total sales of unadvertised articles. 


Que stions et | $ 


and Answers 
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QUESTIONS ABOUT FLUES AND FROZEN PIPES. 
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Editor “Domestic Engineering” :—Will you kindly tell me 
how to install new flues in fire-box tubular steam boilers in 
the proper manner? 

I would also like to have you answer the following ques- 
tions: 

When a pipe freezes solid, but does not burst, will colder 
weather burst it? 

What is the reason a hot water pipe freezes quicker than 
cold water pipe? 


Walla Walla, Wash. W. J. 
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The old or defective flues should be cut out of the boiler 
heads with a chisel and removed from the boiler. New flues 
or tubes of proper length and size should then be inserted 
and expanded into the head plates by an expanding roller 
tool. There are several kinds of tube expanders to be had 
and correspondent can no doubt obtain the same from his 
jobber or any boiler manufacturer or boiler repair shop. 

Water, unlike most other liquids, expands in freezing, this 
expansion equaling 1/10 its bulk, and water in a pipe having 
frozen into solid ice will not expand further; therefore colder 
weather will not burst the pipe. If there are no open ends 
of the pipe or an air chamber to compensate for the expan- 
sion the pipe will usually fracture. However, some fractures 
are not noticeable until the ice has been thawed out of the 
pipe. 

Certain conditions might cause the water in a hot water 
pipe to freeze more quickly than the water in a cold water 
pipe. With the stoppage of circulation the hot water being 
more buoyant than the cold (due to the expansion of it when 
heated) will in cooling liberate the air and a freezing temper- 
ature would act more quickly on the water in this pipe than 
it would on the colder, denser water in the cold water pipe. 





THE CHICKEN BROODER HEATING PROBLEM. 





Editor “Domestic Engineering” :—The accompanying sketch, 
Fig. 1, shows the layout of a chicken brooder regulator found 
in a village in this vicinity. It is the idea of a young farmer, 
and I thought it might be of interest to some of your readers, 
particularly L. L. A., of Evansport, O., who asked for in- 
formation in the January 23rd issue of your valuable journal. 

Sidney, N. Y. L. N. Thomas. 





The sketch of the hot water heating apparatus for warming 
a brooder submitted with the above communication shows a 
very clever method of temperature regulation which we are 
glad to publish for the benefit of any readers of “Domestic 
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Engineering” who may be called upon to install a brooder 
heater. 

While this method of controlling the drafts of the heater 
is doubtless original with the young farmer (as correspondent 
states) the use of a float or of the flotation principle of draft 
regulation is not new. 

We should like to suggest that the apparatus or the opera- 
tion of the float regulator could be made much more sensitive 
by the use of a weight which would nearly counter-balance the 
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weight of the draft door. This weight could be attached by 
a chain to the chain lifting the draft door of the heater and 
the chain carried over two pulleys before attaching the weight. 
In addition the chain could be so connected to open a check 
door or damper in the smoke bonnet of the heater or in the 
smoke pipe, and in the event that the closing of the draft door 
would not sufficiently check the fire the check damper on the 
heater would open or the damper in the smoke pipe would 
close and thus effectually cut off the draft and check the fire. 


A QUESTION IN HEATING ENGINEERING. 


Editor “Domestic Engineering’:—As the writer under- 
stands the word “ ing,” 





engineering,” as applied to the designing 
of a heating system, it should mean designing a system that 
would properly heat the building, and at the same time the 
question of cost should be borne in mind, eliminating all 
piping that was superfluous as far as being of actual benefit 
to the heating system was concerned. 

The writer calls to mind an eleven-story building, the pip- 
ing plan of the heating system, or rather the principle of 
same, being substantially as shown in the sketch. ‘There 1s 
approximately 19,000 sq. ft. of direct radiation in 500 units, 
and 900 sq. ft. Vento for heating and ventilating. The pipe 
sizes are such that the results expected from them should 
be realized. The point the writer takes exception to is the 
continuation of the drop return risers, 34-inch in size, up to 
the attic space and continuing same around the attic, term- 
inating in 14-inch lines that are continued to the atmosphere, 
with 1%-inch swing check valves in each line. The added 
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cost of the risers, from the floor of the 11th story up to andy 
around the attic space to the points where it is supposed the 
air will be allowed to escape, combined with the labor of 
installing same, there being approximately thirty risers, will 
amount to quite a nice little sum of money, which will rep- 
resent a dead loss, as far as any benefit ever being realized 
from same is concerned. The steam is supplied from the 
street mains at a guaranteed pressure of 1 Ib. at the reducing 
valves. The system is designed to operate on % Ib. pressure. 
The radiators are to have graduated supply valves and a 
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writer sees it, the contenyon that the air lines above the 
eleventh floor are a dead loss, is sustained. Again, should 
there be no partial:vacuum formed, it is reasonable to assume 
that there will never be pressure enough in the return lines 
to open the discs in the check valves. It does not look rea- 
sonable to assume that the air from the radiators, after pass- 
ing into the return lines and becoming saturated with the wa- 
ter of condensation, and thus becoming heavier, is going to 
endeavor to rise through the condensation when the line of 
least resistance is toward the separati.g tank in the base- 
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Piping Plan for Heating System in Eleven-Story Building. 


radiator trap on the return end. Wherever the steam main 
or branches énter the return lines, they are dripped through 
radiator traps. The condensation is drained to a separating 
tank in the basement and the condensation overflows to a 
condensation meter which in turn discharges the condensation 
to a sump in the floor from which point it is discharged, by 
mechanical mearis, to the sewer. A 2-inch vent line to the 
atmosphere relieves the separating tank of air from the sys- 
tem. 

So far, with the exception of the attic piping referred to, 
the system should operate as designed, but the writer is un- 
able to see how the air lines above the eleventh floor are 
ever going to perform the duty expected of them, namely, to 
assist in relieving the system of air while the radiators and 
return lines are condensing steam and cooling the condensa- 
tion in same and thus having a tendency to create a partial 
vacuum in same. 


It is reasonable to suppose that the condensation cooling 
in the return lines w// have a tendency to create a partial 
vacuum, and the instant this happens, the atmospheric pres- 
sure, 14.7 lb. per sq. inch, bearing down on the surface of 
the discs in the check valves, will create a pressure that will 
close them almost as tight as though they were gate valves, 
that had been closed by hand at the instant referred to. Fur- 
thermore, it is reasonable to suppose this condensing effect 
will be going on constantly, and, if such is the case, as the 


ment. Taking it by and large, the attic air line is not good 
engineering. 


Dayton, O. Thos. Tait. 





LADIES’ NIGHT OF THE NORTH SHORE MASTER 
PLUMBERS’ ASSOCIATION. 





Members of the Massachusetts North Shore Association 
of Master Plumbers set out to please the ladies on Wed- 
nesday evening, February 3. And they did it. It was the 
annual ladies’ night of the association. The affair was 
held at Lakecroft Inn, Hamilton, and was attended by 
about forty couples who enjoyed first a car ride, then an 
old fashioned pung ride from the car line to the Inn and 
finally dinner and dancing, which lasted until a iate hour. 
The trip through the woods by pung was a particularly 
happy part of the trip, a three days’ heavy snow having 
laid the groundwork for excellent sleighing and the crisp 
air giving everyone a good appetite for the elaborate din- 
ner. 





Joseph Williams, of East Main Street, New Haven, 
Conn., has secured the contract for plumbing and heating 
two two-family houses on Ridgefield Avenue, for W. F. 
Chatlos and similar work in another dwelling on Hawley 
Avenue. 









Sidelights on Men in the Trade 


A Gentleman of Classic Evanston 





NVIRONMENT and 
k, heredity are two of the 

most powerful factors 
in individual progress. Many 
men attain success in spite 
of adverse environment, be- 
cause of the sheer strength 
of intellect transmitted to 
them by heredity. But sooner 
or later these types of men 
attain to the particular en- 
vironment which will put the 
finishing touches to their re- 
spective individualities. Like 
steel attracted to a magnet, 
these progressive men blast 
their way, figuratively speak- 
ing, into the environment 
that appeals to them, and 
which will bring out the best 
that is dormant in their per- 
sonalities. They advance ir- 
resistibly toward more de- 
sirable and_ edifying sur- 
roundings. Their onward 
sweep towards the realiza- 
tion of their ideals is dyna- 
mic and compelling. One 





lege professors, and authors 
to the right and leit of him 
as his neighbors, and with 
culture and higher learning 
all around his home, he has 
blossomed out as a polished 
gentleman, an excellent con- 
versationalist, amd a corking 
good after dinner speaker. 

Without the so-called ad- 
vantage of a college educa- 
tion, he has made up for this 
deprivation by taking up his 
residence in a college town, 
where he could ever and 
anon rub elbows with 
some of the learned gentle- 
men who hold places on the 
faculty. He figured that al- 
though a man may never 
eraduate from a_ college, 
there was at least some con- 
solation and advantage in 
living close to one. 

This aggressive and_ suc- 
cessful master plumber and 
fitter was born in Kildare, 
Ireland, in 1867, and when 











might as well endeavor to 
stem Niagara’s seething tor- 
rent, as try to curb their forward strides toward inevit- 
able triumph. 

The late Richard T. Crane, Sr., was right when he said 
that a college education was not necessary to success as 
a business man. The literary veneer or culture which a 
university imparts, he maintained, could be acquired by 
residing in an environment that elevates the mind, and by 
the systematic reading of a certain number of the best 
books. 

Andrew Jackson was a notable example of the influence 
of environment on adult personality. When he ascended 
to the presidency, he could certainly not be referred to 
as a scholar or an aristocrat. He was neither an orator 
nor an eloquent writer. He was just “Old Hickory,” 
brainy, ambitious and full of Celtic vim and vigor. But 
the transformation in Jackson’s personal front came after 
he had sojourned in classic and diplomatic Washington, 
where statescraft, diplomacy and oratory clothed in mas- 
terly English, were wafted into his alert and sensitive ear. 
With statesmen to the right of him, diplomats to the left 
of him, and art and culture all around him, he gradually 
took on the quality and spirit of his environment, and 
ere long developed from Jackson, the soldier, to Jackson, 
the gentleman. He was far from being the same “Andy,” 
or the same “Old Hickory,” that his friends had known 
some years before he took up his abode in Washington. 

In 1898, a genial, clean-cut and enterprising Celtic gen- 
tleman went into the plumbing and heating business in 
Evanston, Ill., where he likewise took up his residence 
with his family. Today, after seventeen years of domes- 
tic life in the classic shades of that city, with its uni- 
versity and its social prestige, this live representative 
of the craft has developed all the best social and in- 
tellectual qualities of his personality. With doctors, col- 
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two years “of age he was 
taken to Dublin by his pa- 
rents, his father being a sergeant in the English army. 
The future Evanstonite received his early education in 
the government army schools, and he lived in Ship Street 
barracks in the ancient Irish city. 

Had the young man remained in Dublin, it is not 
improbable that he would have run afoul of some design- 
ing recruiting officer who would have passed him the 
“shilling,” which would have bound him to a term of 
enlistment in His Majesty’s army. But the youth, who 
was none other than John J. Cahill, secretary of the 
American Heating and Plumbing Corporation of Chicago, 
and well-known to the western trade, got out of the reach 
of the tempting “shilling,” when he sailed for Canada 
with his parents in 1875. 

At the age of nine, he attended ‘the parochial schools 
of Toronto, graduating at fifteen. His first employment 
upon leaving school was that of driving a grocery wagon. 
After delivering potatoes, turnips, carrots, flour, sugar, 
butter and cheese, and dropping cases of eggs down three 
flights (occasionally) he quit his job and tackled a real 
man’s work. He started in to learn the plumbing craft with 
W. J. McGuire, a leading plumbing contractor of Toronto, 
as his tutor and employer. After three years of service 
with McGuire, he served another two years’ with 
Cruishank Bros. of that city. Upon attaining the status 
of a journeyman he went to Philadelphia, where he worked 
at the trade for several years. 

Coming to Chicago in 1888, he obtained employment 
with the Herendeen Mfg. Co., remaining with that con- 
cern until 1895. During his stay with this company he 
was made superintendent of construction at the Chicago 
office, handling responsible jobs of installation in many 
parts of the country. 

When he left the company’s employ, he formed a part- 
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nership with a brother, under the name of Cahill Bros., 
33 Dearborn Street, Chicago. This plumbing and heating 
venture was continued for about two years, and follow- 
ing the dissolution of this partnership, John J. opened up 
a shop for himself on Davis Street in Evanston—that 
was in 1898. He continued the shop for a number of 
years, until he became associated with the American Heat- 
ing and Plumbing Corporation, and merged his interests 
with this concern, whose annual business is said to 
approximate one-half million dollars, and which handles 
large state, county and city contracts. The company has 
installed plumbing and heating fixtures in many handsome 
residences, the latest and most luxurious being that of S. 
S. Sprague of Lake Forest, Ill, the contract amounting to 
$22,000. 

As an association man, Mr. Cahill is widely and favor- 
ably known throughout the state. He is at present chair- 
man of the advisory board of the Illinois Master Plumb- 
ers’ Association, and one of the directors of the Evans- 
ton local. He is a man of forceful character, dignified 
bearing, cordial and agrecable in demeanor, who makes 
friends readily and retains their good will. His biggest 
hobby and delight is his home. To him the joys of the 
domestic fireside, co-mingled with the happy laughter of 
children, are among the things that make for real peace 
of mind and contentment. 


BARN DANCE IN NEW YORK COUNTY. 





By Our Farmer Reporter, Right on the Job. 





The durndest bang-up time ever held in this here vil- 
liage is what was had at the County Hall and Lexington 
Opera House on Wednesday, February 3rd, when the 
Farmer Plumbers of New York County run a barn dance. 

All the folks as was able to be there was treated to the 
finest vittels in the state, all set out on a table like them 
city banquets to say nuthin’ of the dancin’ as was goin’ 
on all night. Milt Schnaier said as how he was rehersin’ 
his band of six pieces for three weeks, agettin’ in trim, an’ 
we believe him, too. The Nantucket run nigh on to 45 
minutes without no rest. 

Cider, popcorn, apples and sech was had on hand all 
the time, and even a regular Gypsie Fortune Teller, 
Madam Hop O. But we’ve a sneaking idea that, notwith- 
standin’ the costume was regular Gypsie, the madame 
was none other than Mrs. Hank Hopkin from the up- 
river section, ’cause Hank, hiself, was there all decked 
out in a new suit of red, too. 

Everything went all right until some of them city chaps 
came in city clothes. County Constable Jere Murphy has 
had it in for ’em a long time, so he just took in a good 
dozen of ’em with the help of deputy Davis and Sheriff 
Alex. Brown, and Justice Hark DeVoe put the finishin’ 
touches on ’em. 

The gals all looked right smart in new dresses an’ we 
calculate when it comes to dancin’ they beat them Vernon 
Kessels we ben readin’ so much about in the magazines. 

Farmer I. J. Barth road in all the way from the west 
side on his new plow donkey an’ we noticed his son wearin’ 
some of them new detachable boot legs. Frank Lasette 
‘’as a wearin’ a new hat that seemed too big for him 
an’ Bart Donohoe had on a whole new outfit includin’ 
a red vest, also we seen granger Ericson eyeing up the 
fowl coop a lot, but he didn’t figger buyin’ now, he said, 
‘cause them new checked pants he was wearin’ set him 
back a heap. 

Mrs. Jac. Jarcho and Mrs. Ben Vineburg was tendin’ 


the apple booth. We felt the heft of one of them apples 
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—they was some right chipper spitzbergers. Mrs. County 
Constable Jer. Murphy had more’n five boxes of gum to 
sell and Mrs. Hugh Taylor, Mrs. Phil. Eich an’ Mrs. Phil. 
Levitt was collectin’ tickets at the peanut stall as fast 
as one of them car conductors that run down from the 
city. Then there was Mrs. Frank Lasette, Mrs. Hank 
Cooley an’ Mrs. Morris Jarcho, at the popcorn, but we 
calculate the biggest business was did at the cider bar, by 
Mrs. Aug. Hansen and her daughter. Mrs. I. J. Brown 
was chairlady of the outfit. 

Reaper Harry Hemlin, who was takin’ the tickets at 
the gate, said he got nigh on to three hundred. Sheriff 
3rown was there ahelpin’, so we figger none got by as 
had no ticket. President of the Grange J. J. Hannegan 
said it was the biggest racket in these parts since the 
county fair, an’ all gotten up by: I. J. Brown, the boss, 
Frank B. Lasette, Bart Donohoe, Harry Hemlin, Tom 
P. McLoughlin and Hank R. Hopkin. 





THE ANNUAL BALL OF THE KNIGHTS OF 
GALENA. 





The annual entertainment and ball of the Knights of 
Galena, the Brooklyn, N. Y., organization of veteran 
plumbers, was held on Monday evening, February 8th, at 
the Imperial Ball Room in Brooklyn. Good weather and 
the committee’s assurance that all former efforts were to 
be eclipsed, brought out the knighted craftsmen, with their 
consorts and friends in larger numbers than ever before. 

A vaudeville performance of the latest novelties on the 
variety stage preceded a long program of dancing, which 
kept the veterans as well as the younger folks in high 
spirits till the early hours of Tuesday. 

It was an eventful night for the organization and will 
long live in memory above any similar occasions. 

The committee who so ably arranged this year’s event 
was composed of F. J. Pelletreau, George Tracy, N. B. 
McBride, P. H. Gleason, Samuel Campbell, Henry Smith, 
Peter Woods, George Madigan, William Corcoran, Henry 
Berkett and James J. Kelly. 

The supply men of the local trade were present in force, 
and many of the local celebrities in the plumbing trade 
and the city departments were guests of the knights. 





NORTH SHORE PLUMBERS ELECT OFFICERS. 





The annual meeting and election of officers of the 
Massachusetts North Shore Association of Master Plumb- 
ers was held at the association rooms in Salem on Friday 
evening, February 5, and resulted in the choice of the fol- 
lowing: President, Edward S. Bradley, of Manchester; 
vice-president, Elwood Noyes, of Salem; secretary, James 
H. Trow, of Salem; treasurer, John F. Cabeen, of Salem; 
executive committee: Franklin W. Williamson, Reuben E. 
Dockham and Wilbur Pierce; trustee for three years, John 
F. Cabeen. The reports of the officers for 1914 showed the 
association to be in a flourishing condition financially. 
Many interesting educational features are being planned. 





Salina, Kans.—The Salina Plumbing Co. has secured 
the contract for the installation of up-to-date plumbing 
and heating systems in a new parish house at Walker, 
Kans. 

Minneapolis, Minn.—A. B. Donaldson, 2628 15th Avenue, 
S., has secured the contracts for heating the following build- 
ings: A 42-apartment building at 19th Street and First 
Avenue, an 18-apartment building at 1821 First Avenue, 5.. 
and two houses at 3925-27 Fremont Avenue, N. 









Jim’s Invention (?) to Revolutionize Heating 


Detailed Description of the ‘‘Greatest Invention of the Cen- 


tury,’ Which the Originator Claims Will Startle the World 


By A. DUNDER HEAD 


IM was a marvel. He was a genius. He was a phe- 

nomenon, a live phenomenon, a phenomenal phe- 

nomenon, which is a fair description of Jim. It is 
not overdrawn, and those who know him, would agree 
that the spsecifications are about correct. Jim’s mind was 
as fertile as it was flexible and he was given to telling 
marvelous tales, that is why I said he was a marvel, for he 
had a marvelous imagination. The boys said of him that 
he was a big bluff and a phenomenal liar. Now I ask: 
what is the use of calling names? It never gets one any- 
where as I can see. To find fault with the structure or 
makeup of Jim, was to criticise his maker. Jim did not 





“Jim Telling About His Startling ‘‘Invention,’’ Which He Claims 
Will Prove the World’s Greatest Wonder. 


make himself, no doubt if he had, he would not have 
changed the drawings, he was satisfied and so it was no 
other person’s business. His design was planned and 
passed to him stamped and sealed, and I am not the one 
to object to a constitutional condition; for what’s the use? 

I once said to the boys, I thought Jim inspired. “In- 
spired!” they yelled, “Inspired! If he has inspiration, it 
is to lie. Yes, he is inspired, an inspired liar.” Now, I 
am not saying that he at all times told the truth, that he 
would not prevaricate, that he would not fabricate, and 
owing to his large imagination, he sometimes stretched 
things. But what I am contending, is that it was consti- 
tutional and as he never did anyone any harm, why call 
him names? He was a good natured “gink,” but he was not 
a useless one, for he held down a good job and no fool can 
do that. His friends were a host, but they never lent him 
money. 

He and I were old friends, for I could not help but ad- 
mire the vivid tales that this man would tell, and one 
cold Saturday night when I met him in front of the clerk’s 
desk at the Coates House, Kansas City, I was mightily 


pleased. It meant a pleasant evening and a congenial com- 
panion for Sunday. He had come up from Texas andI| had 
come down from Omaha. I found him the same old Jim 
that he was when I last met him, which was somewhat 
over a year. After we had extended greetings, we went to 
the dining-room and as I preceded him, it came to me that 
we must have been suggestive of a River Tug having in 
tow an Ocean Liner, owing to the difference in our size. 
After dinner we went to Jim’s room, which was one ot 
the best in the house and I marveled how he could get 
away with an expense account with the price of that room 
among its items. 

The first thing he did upon reaching his room, was to 
phone for ice water. When the boy brought it, Jim 
erabbed the pitcher and drank every drop. Not receiving 
a tip, the boy went out and slammed the door, and as he 
went along the corridor he set up a yell, Yah! Yah! Yah! 
Jim looked at me and asked: now what do you suppose 1s 
the matter with that boy? I didn’t feel called upon to 
answer, and Jim having drank all the ice water, | phoned 
for more, and as I gave the boy a tip when he brought it, 
he went out and closed the door softly. I only mention 
the actions of this boy to show the ethics of his tribe, and 
I mention the ice water that Jim drank only because I was 
satisfied he was trying to extinguish a fire. The next 
thing Jim did was to open his grip and take out a pair of 
carpet slippers, that’s what! carpet slippers with a design 
of roses growing on a grape vine and a humming bird, 
resembling a crow, going to alight on the roses. This 
also, I only mention to show Jim’s queer notions. When 
we had gone over the events of the year as they had 
come to us, I fell to wondering if Jim had routed his goods 
by the way of the ocean. I read no items saying that there 
was any congestion on railroads running into Texas, but 
he broke in by saying, “I have something to tell you, some- 
thing great, and it will be a world’s wonder. One step in 
advance of anything that was ever taken in the direction 
of heating water, for I have worked out a scheme, whereby 
I can supply this heat and power without the use of coal.” 
Not receiving any reply from me, because experience told 
me to remain silent if I wanted to get the best results 
when Jim was stretching a tale. He continued, “It is to 
be a hot water system and it is to be the greatest of all 
time. I am going to heat the whole world with this water.” 
I interrupted him by saying: “That is somewhat of a 
large contract you are laying out, and [I would like to 
know how you propose to do it?” 

“Well, I will explain,” said Jim. “You know that they 
have discovered oil down in Texas, but don’t you fhink 
that I am going to use oil as a fuel, not much. The Stan- 
dard Oil Company owns that oil and I am not going to 
tire my brains by trying to find a market for that Octopus. 
I am going to be another Octopus and gather in more 
money with my many octopus arms than the Standard Oil 
Company ever thought was on one octopus in the world. 

“When I was down in Texas one day, having nothing to 
do, I went out to the oil fields, and arriving there, I found 
some men drilling a well. After watching them for a 
time, I commenced to wonder how far the drill had gone 
down. Going over to the foreman, I asked him, and he 
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told me 800 feet. I asked him how far he expected to go 
down, and he answered, 2,000 feet. I then asked him, if a 
well could be sunk a mile, and was told yes. I then said, 
twenty miles, and he answered, maybe. I then said, fifty 
miles, he said; with proper tools, but I saw him wink at 
the other workmen, but that was enough. The ‘idea had 
come to me, and required some thought, so I went back to 
the hotel, sat down and figured it out. I asked myself, if 
a tunnel can be cut through a mountain 50 miles long, 
why not dig a well 50 miles? If oil can be pumped from 
Texas to New York, hot water can be carried an equal 
distance, and as these thoughts came to me, I realized what 
a wonderful thing I had stumbled on.” 

“All right, Jim! Tell us all about it. 
going to get your heat?” 

“To answer that, | have got to go back to the beginning 
of the world.” 

“Well, that’s some distance,” 
saying: “I just got to do it.” 
the story.” 


Where are you 


said I. He answered by 
so I said: “Go on with 


“Well, in the beginning, there was floating around in 
space, a few billions of atoms, a lot of ends of the tails 
of comets, that had been switched off when they had been 
playing Snap the Whip, as well as debris that had come 
from worlds that had blown up. These atoms, etc., had 
no particular place to go and that is where they went. 
They kept apart as much as possible, and the smaller 
ones revolved around the larger, but were careful not to 
come into juxtaposition, for there were more neutrals 
in those days than there is now, and a little fellow had a 
small show if he got too near the larger one. As time 
went on, two large bodies floated in together from the 
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Sectional View Showing Intake for Jim’s Great Heating Plant. 


outside, and being antagonistic, they rushed toward each 
other and were merged into one. As larger bodies attract 
smafler ones, this body attracted others to it, which made 
it still larger. As it still increased in size, its influence ex- 
tended into the beyond and atoms came from that beyond 
in myriads, billions, quintillions and oxtillions, to join the 
merry dance. They came from everywhere and beyond. 
As they increased in size, the great pressure from the out- 
side set them afire and where there is fire there is smoke. 
This smoke went up into the upper atmosphere and came 
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back as rain, went back as steam and came back again as 
rain; but in a greater volume. This rain striking this hot 
ball, which it had now become, was the greatest steam 
plant of this time, and as long as there was steam, there 
certainly would continue to be rain. 


“Well, it rained for 750,000 years without cessation, then 
for another 10,000 years it rained intermittently. Wouldn’t 
it have been a grand sight to see lightning and hear the 
thunder of that time? It must have been a dandy, but this 
rain in time cooled the earth fifty miles down, these fifty 
miles being the thickness of the crust, beneath that is 
primitive heat, and that is what I am going after, do you 
get me?” 

“T am going to dig my first well along the Illinois and 
Indiana line on the Wabash River, and the only trouble 
that I can see, is that if I use too much water, I may in- 
terfere with navigation. Jim, who told you the Wabash 
was navigable? Well, it’s just as navigable as the Kaw, 
and they say that river is. I intend to dam the river 
and build a sluice to conduct the water directly into the 
well. You see that this water going down cold, when it 
connects with this internal heat, will come back hot.” 


“Now, hold on Jim! You do not intend to have me 
understand thet you are going to have cold water and hot 
water pass each other in the same pipe, each going in an 
opposite direction?” 

“T said nothing about one well; I said two. One full of 
cold water going down and the other for the hot water 
coming up. This makes it plain to you, don’t it? All right, 
go on. The weight of this cold water at the bottom of 
the well will be 117,333 lb. and allowing 1 per cent differ- 
ence weight between this cold and hot water, and we have 
a pressure of 11,733 lb. Now I ask you, if you don’t think 
that that pressure will force its way through a pipe line? 
Well I guess. I also guess that you see I am no low 
grade engineer. I intend to run a pipe line to Cincinnati, 
Columbus, Cleveland, Detroit and Chicago, with laterals 
to the smaller cities. This will be a starter. There will be 
no difficulty in my securing franchises for these cities, for 
the cheap heat that I will be able to deliver, will compel 
this.” 

“You mention power. 
wheels supply it?” 

“T thought at first that I would do this, but you see the 
extreme temperature of this water when liberated under 
atmosphere, would immediately be converted into steam, 
so I have thought of two ways; one is, that I will turn a 
small stream of this water into a turbine engine, or I will 
turn it into a receptacle, where it will become steam, 
which can be used to run a piston engine, as its pressure 
will be extremely high. See? I have designed a reducing 
valve that I intend to attach where this water is used for 
house heating. I will lead a pipe from the main into 
which I will insert my Complex Reducing pressure valve 
to a tank in the attic. From this tank I will let it flow 
down through pipes and the radiators into the sewer.” 

“Now look here, Jim! You don’t say you are going to 
turn the Wabash River into the sewers of these cities, do 
you?” 

“Of course not. Why, can’t you give me credit for any- 
thing of this nature? I don’t mind telling you that on 
account of you and I being such good friends and my 
knowing that you don’t leak, I will tell you that I have de- 
signed an apparatus whereby I can compress water. I 
would like to show you the drawings of this machine and 
the drawings of my Complex Reducing valve, but they are 
in my grip and I lost the key today.”—He had forgotten 
that he opened his grip to get out his slippers, but as I 


Do you intend to have water 
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had no desire to see drawings that did not exist, I let it 
go at that. cae 

“IT have got the data on the pipe size as well. I arrived 
at it this way, I found the number of cubic feet in one 
mile square and 30 feet high. This 30 feet is a fair aver- 
age height of a building. I then estimated that one-quarter 
of this air would be within the buildings and all I had to 
do was to determine the B. t. u. that would be required to 
raise this air from say, zero to 70 degrees. I then figured 
this 11,733 lb. pressure, allowing for friction and velocity, 
which will show you how easy it is to determine the size 
of the pipe that will be required.” 

“As I understand it, you are going to dig these wells?” 

“Yes, that’s the way I am going to do it. I have in- 
vented a machine for that purpose. I have the drawings 
in my grip,” and searching through his pockets, he said: 
“Where in the name of St. Peter did I lose that key?” 

“What will be the size of these wells?” 

“About 20 feet in diameter. I estimate that Chicago will 
need about a 48-inch pipe. The other cities will require 
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Plant. 


about a 24-inch pipe. Of course this pipe has to be extra 
heavy, so I have decided to build a steel mill to manufac- 
ture it. I guess that if the U. S. Steel Corporation, with 
air as an asset, can raise millions, I ought to raise mil- 
lions with water as an asset to get this capital. When I 
get through here, I am going to Chicago and when I get 
there I am going to rent the best suite of rooms in the 
best hotel. For a week or so I am going to circulate 
among the bankers and when I have made a fair acquaint- 
ance with them I am going to give a banquet and this 
banquet I predict will be the top of the word. I am going 
to spare no expense to make it a success. If I have to 
import the menu, then I will do that. Don’t you see that 
this will catch the banker? For when he has partaken of 
the wines that I am going to set before him, I will have 
captured his heart. I will then spring my scheme and I 
am fully satisfied that there isn’t a man among all the 
bankers in that city, but that he will see how great this 
project of mine is. Of course they will come across— 
across—across—a—”’ 

As I had been looking at the hands in my lap. when he 
stopped, I looked up and found that he had talked himself 
to sleep. 
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February 17, 1915.—The Eastern Supply Association, in 
New York City, with headquarters at Hotel Astor. 

February 23 and 24, 1915.—The Minnesota State Asso- 
ciation, at St. Paul, Minn., with headquarters at Builders’ 
Exchange. 

February 24, 1915.—Sixty-seventh regular meeting of 
the Central Supply Association, in Chicago, with head- 
quarters at the Auditorium Hotel. 

March 1 and 2, 1915.—Missouri State Association of 
Master Plumbers, at Kansas City, Mo., with headquarters 
at the Coates House. 

March 8 and 9, 1915.—Kansas Master Plumbers’ Associ- 
ation, at Wichita, Kans. 

March 8, 9 and 10, 1915.—Indiana Master Plumbers’ 
Association, at Laporte, Ind. 

March 9 and 10, 1915.—New York State Association of 
Master Plumbers, at Syracuse, N. Y., with headquarters 
at Hotel Onandagua. 

March 11, 12 and 13, 1915 —Montana Master Plumbers’ 
Association, at Billings, Mont. 


March 17 and 18, 1915—The National Association of 
Brass Manufacturers, at Detroit, Mich. 


March 18 and 19, 1915.—The Nebraska Master Plumbers’ 
Association, at Lincoln, Neb. 

March 22, 1915.—Tennessee State Association of Mas- 
ter Plumbers, at Nashville, Tenn., with headquarters at 
the Tulane Hotel. 

April 6 and 7, 1915.—The Michigan State Association 
of Master Plumbers, at Detroit, Mich. 

April 8, 1915.—The Michigan State Association of Mas- 
ter Steam and Hot Water Fitters, at Detroit. 

April 19 and 20, 1915.—Eleventh annual convention of 
the Kentucky State Association of Master Plumbers at 
Ashland, Ky. 

April 21, 1915.—North Carolina State Association of 
Master Plumbers, at Rocky Mountain, N. C. 

May 12, 1915.—Connecticut State Association of Master 
Plumbers, at Bridgeport, Conn. 

May 19 and 20, 1915.—Pennsylvania State Association of 
Master Plumbers, at Wilkes-Barre, Pa. 

June 1, 2 and 3, 1915—Seventh annual convention of 
the National District Heating Association, at Chicago, IIl, 
Headquarters at the Hotel Sherman. 

June 28 and 29, 1915—The Master Plumbers’ Associa- 
tion of California, at San Francisco. 


June 30, July 1 and 2, 1915—The National Association 
of Master Plumbers, at San Francisco, Cal. 


August 9, 10 and 11, 1915.—American Society of Sanitary 
Engineering, at San Francisco, Cal. 








BRIDGEPORT PLUMBERS ELECT OFFICERS. 





The Master Plumbers’ Association, of Bridgeport, 
Conn., at its annual meeting held last week elected the 
following officers for the ensuing year: President, Edward 
J. Lynch; vice-president, Stephen E. Meeker; financial 
and recording secretary, V. H. Kincade; treasurer, M. W. 
Manwaring; sergeant-at-arms, George F. Benson. 





M. W. Linthicum, formerly of Newton, Kans., has re- 
moved to Albuquerque, N. M., and has bought an interest 
in the plumbing firm of Beeman & Ayer. There will be 
no change in the firm name for the present. 
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Ohio Master Plumbers Meet at Akron 






The Twenty-Fourth Annual Convention of 
the Ohio Master Plumbers’ Association 


LARGE representative gathering of master plumbers, 

members of the Ohio Master Plumbers’ Association, 

assembled for their twenty-fourth annual conven- 

tion at Akron, O., on February 9, 10, 11. Delegates and 

their guests aggregating over two hundred arrived at con- 

vention headquarters at the Portage hotel early Tuesday 
morning. 

Tuesday Morning Session. 
President James A. Wood called the convention to order 
in the Elks’ Club at 10:15 o’clock Tuesday morning. He in- 





Jas. A. Wood, of Toledo, and Wm. Haas, of Dayton, Retiring 
President and President-Elect, Respectively, of the 
Ohio Master Plumbers’ Association. 


troduced the Rev. George P. Atwater, of the Church of 
Our Savior, who opened the meeting with prayer. 

Fred S. Viall, president of the Master Plumbers’ Asso- 
ciation of Akron and Vicinity, welcomed the delegates, 
their ladies and other guests, on behalf of his organization. 

National Director D. H. Roberts of Cleveland, then 
ereeted the delegates on behalf of the National association. 
He referred to the action which the government has 
brought against members of the fraternity, and voiced the 
opinion that each and every one of the indicted men would 
come through the battle with fag unfurled and with victory 
on their brows. He called attention to the character of the 
master plumber by referring to the sentiments of praise, 
expressed by United States Senator James Hamilton Lewis 
n an article in “Domestic Engineering,’ and he pointed 
out that if such prominent men saw fit to eulogize the craft, 
the occasion for persecution and prosecution, was quite 


~ 


uncalled for. 

Mayor F. W. Rockwell, of Akron, welcomed the dele- 
gates to the city, and expressed the wish that the associa- 
tion would hold other annual conventions in Akron. 

In the absence of George D. Bates, president of the local 
Chamber of Commerce, the Rev. George P. Atwater, leaped 
into the breach as the former’s representative, welcoming 
the delegates on behalf of the Akron Chamber of Com- 
merce. The clergyman sandwiched in a few bits of witti- 
cism, one in which a flea figured, and which aroused the 
laughter of the convention. 

The response to the Mayor and to Mr. Bates’ proxy 
was ably made by President Wood. 

H. P. Cahill, chairman of the special committee, read a 
report, bearing on the indictments and on the great work 
of the craft in moulding public opinion toward the better- 
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ing of sanitary conditions, state and local, and on the need 
for greater efforts in this direction. 

Eb. Ellen, secretary-treasurer of the state association, 
read a paper in which he dwelt in a large measure on the 
insidious plumber jokes which newspapers have for years 
persisted in foisting on their readers. He declared that 
such aspersions should cease, and that the trade should 
vigorously demand it. 

Committees Appointed. 

President Wood selected the following committees with 
the exception of the auditing body, which was subject to 
election: 

Resolutions: A. C. Eynon, Canton, chairman; H. W. 
Eckhardt, Cleveland; B. L. Lehman, Dayton; Edward 
Morgan, Cincinnati; and W. E. Girkins, Toledo. 

Credentials: Claude Wall, Akron, chairman; William 
Rowland, Youngstown; Edward Klein, Cincinnati; Carl 
Blatter, Toledo; and I. H. Thompson, Elyria. 

Press: R. H. Landis, Akron; Eb Ellen, Cleveland; and 
Harry Smith, Warren. 

Grievance: Chas. Ridenour, Springfield; W. J. Moinet, 
Ravenna; and Robt. Davidson, Bellefontaine. 

Auditing: Andrew Murphy, Cincinnati; Frank Clements. 
Dayton; and H. P. Cahill, Akron. 

Sergeant-at-Arms: George Osborn, Akron. 

Following the naming of these committees, the minutes 
of the last annual meeting of the state association were 
read by Mr. Ellen. 

Tuesday Afternoon Session. 

The report of President Wood was the opening feature 
of the afternoon meeting. The progress of the associa- 
tion during the year was referred to in the report, and 
various matters of interest to the members were touched 
upon. The report was attentively listened to by the con- 





A Group of Cincinnati Master Plumbers on Their Way to the 
Convention Hall. 


vention, ‘ts contents applauded, and then referred to the 
resolution committee. 

The report of the secretary-treasurer was read by Mr. 
Kllen. It showed the organization in a healthy financial 
condition, with a balance of $1,629.75, and with a present 
growing membership of 506 members. Mr. Ellen also 
read the report of the state delegates to the National Con- 
vention at Atlantic City. 

Report of Sanitary Committee. 

The second annual report of the sanitary committee which 

was read to an interested audience, evoked considerable 
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favorable comment and discussion. The question of more 
and better comfort stations in cities of the state was advo- 
cated, and members were urged to use their best influence 
toward stimulating public sentiment to this end. It was 
suggested that to reduce the cost of building these stations, 
public or semi-public buildings could be selected as fit 
locations. 

J. A. Brooks, of Toledo, read an interesting essay in 
which he dwelt on the master plumber’s usefulness to so- 
ciety, and upon his inability to always realize desirable 
profits, because of his failure to consider from every angle 
—the overhead expense problem. 

W. G. Wacker, also of Toledo, advocated the establish- 
ment of vocational training schools for apprentices, and 
called attention to the progress made in this direction in 
various cities in other states. 

J. L. Riley, one of the “old guard,” of the Dayton asso- 
ciation, acquitted himself admirably as an orator in an 
address in which he urged that the fraternity should be- 
come merchant plumbers instead of master plumbers. 


Entertainment Notes. 


At 12:30 p. m. the ladies were the guests of the Akron 
association at a dinner party at the “Gaylord Inn,” with 
Mrs. Frank Prior in charge. 


The ladies were taken to 





A Group of Master Plumbers from Dayton, O. 


the inn in a special car from the local interurban station. 
At 7:00 p. m. a theater party for members, their ladies and 
other guests was given at the “Colonial.” 


Wednesday Morning Session. 

The one feature of particular interest on Wednesday 
morning was the address delivered by S. Louis Barnes, 
president of the National Association of Master Plumbers. 
The appearance of Mr. Barnes on the platform, prepara- 
tory to delivering his address, elicited the vigorous and 
hearty applause of the convention. In his opening re- 
marks, he took occasion to commend the fine spirit of 
loyalty displayed by members of the National Association 
in all parts of the country. He said that in this time of 
friction with the government, co-operation and loyalty 
were admirable and desirable qualities. 

At the conclusion of his able and clear-cut 
Barnes was accorded a rising vote of thanks. 


talk, Mr. 


Wednesday Afternoon. 

After luncheon, the delegates, their ladies, and other 
guests visited the extensive manufacturing plant of the B. 
. Goodrich Rubber Company at Akron. Through the hos- 
pitality and courtesy of the officers of the concern, the 
visitors were shown through the various departments 
where they saw the manufacture of rubber from the crude 
to the finished product. The visitors declared that the 
company’s plant was one of the wonders of the world in 
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the manufacturing line. The entire afternoon 
sumed by the visitors in going through the plant. 


“Home” Dinner at Elks’ Hall. 

At 7 o'clock at the Elks’ hall, members, their ladies, and 
other invited guests, sat down to what resembled a regu- 
lar “home” dinner of the ““Way Down East” variety. The 
festive board was loaded down with appetizing food which 
made a “disappearing hit’ with everybody. At 8:30 o'clock, 
Welling’s orchestra began to render concert strains in the 
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At the Ohio Convention. Left to Right: John C. Jamieson, 
Dayton; Fred Krumholtz, R. H. Desormaux, Ralph Kramer, 
Chas. E. Ridenour and C,. J. Ridenour, all of 
Springfield, O. 


Kk tks’ parlor downstairs, and at 9:30 o'clock, the Elks’ hall 
was cleared for dancing. National President S. Louis 
3arnes was the guest of honor during the evening’s festivi- 
ties. 

Thursday Morning Session. 

William C. Groeniger, of Columbus, O., director of the 
Division of Plumbing Inspection of Ohio, was the prin- 
cipal speaker at the Thursday morning session. Mr 
Groeniger read an instructive paper on ‘“‘Plumbing and 
Its Relation to Health.” 


Message of Thanks to Governor Willis. 
Previous to the introduction of Mr. Groeniger, a motion 
was made and unanimously adopted, that the Secretary 
send a message of appreciation to Governor Frank B. 
Willis of Ohio, 
for “Domestic Engineering,” 


for his sentiments in an article written 


on “The Plumber of Yester 
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At the Ohio Convention. From Left to Right: W. J. Scholl, 
Cc. F. Henry, Chas. J. Little, C. W. Wilson, all of 
Youngstown, O., and H. S. Smith, of Warren, O. 


day and Today.” 
lows: 
“The Honorable Frank B. Willis, 
“Governor of Ohio, Columbus, O. 
“The Ohio State 


The telegram to His Excellency fol- 
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convention assembled at Akron today, have had your 
article, published in “Domestic Engineering,” entitled— 
“The Plumber of Yesterday and Today,” read at the ses- 
sion today, and we desire to express our appreciation of 
your sentiments so ably expressed. 
“Eb. Ellen, 
“Secretary- Treasurer.” 


Report of Resolution Committee. 


In the report of the Resolution Committee, which was 
read by A. C. Eynon, of Canton, one of the first recom- 





Three Master Plumbers from Cincinnati. From Left to Right 
They Are: Ray J. Hillenbrand, J. J. Vogelpohl and 
A. J. Murphy. 


mendations was to the effect that members adopt all new 
and helpful ideas in business efficiency which might prove 
advantageous. This was concurred in by the convention. 

The recommendation that the Ohio association continue 
the official state organ known as “The Ohio Master 
Plumber” for three years from date was adopted. 

A resolution of condolence on the recent death of G. 
W. Oby, of Cleveland, was unanimously concurred in, 
and a committee of three was appointed to draft suitable 
resolutions to be forwarded to the family of the deceased, 
who was one of the old and loyal members of the state 
association. 

Among other resolutions was one which proposed a bill 
to divide the state into health districts, which it was said 
would fill a long felt want, especially in rural communi- 
ties. This was adopted without debate by the convention. 

A recommendation to empower county commissioners 
to erect comfort stations where they see fit in the smaller 








Eb. Ellen, 
of Cleveland. 


John J. Vogelpohl, 
of Cincinnati. 


cities, was concurred in by the delegates. A companion- 
piece to this recommendation proposed that the commis- 
sioners be also given power to install comfort stations in 
such public buildings as fire and police stations, city halls, 
etc., if the conservation of public funds was particularly 
desired. 2 

A resolution proposing an amendment to section 4420 
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of the state plumbing code, which would give local 
boards of health juti$diction over plumbing inspectors, 
and which would give cities the right to make their own 
codes in part, was adopted after some discussion by the 
convention. 

Thursday Afternoon Session. 

Following the roll call, which showed the presence of 
103 delegates, resolutions of sympathy on the death of 
Peter Geer, of the Columbus association, were adopted, 
and ordered forwarded to his family. 

A. W. Reynolds, chairman of the resolution committee, 
in an address on educational work took occasoin to com- 
mend the efforts of the trade press. Mr. Reynolds said 
in part: “Great appreciation is due the trade press for 
the efforts of their highest and most able writers in en- 
deavoring to educate the men of the plumbing trade.” 


Election of Officers. 

The following state officers were elected after the con- 
clusion of the regular order of business: President, Wil- 
liam Haas, Dayton; State vice-president, John J. Vogel- 
pohl, Cincinnati. Two delegates and alternates to Na- 
tional Convention, Chas. W. Hoffman, Akron; John J. 
Vogelpohl, Cincinnati; L. B. Scheible, Youngstown; and 
Andrew Jensen, Ravenna. 

National State vice-president (to attend national con- 
vention in 1916): James A. Wood, Toledo. 





A Group of Ladies from Cincinnati. 


‘ Board of Directors appointed by President Haas: 
James A. Wood, Toledo; Harry Smith, Warren; Walter 
Kern, Akron; Arthur Reynolds, Columbus; James J. Vo- 
gelpohl, Cincinnati. President Wm. Haas and Secretary- 
Treasurer Eb. Ellen are members by virtue of their 
offices. 
Standing Committees Appointed. 

Special Committee: J. A. Brooks, Toledo; B. L. Leh- 
man, Dayton; and C. A. Little, Youngstown. 

Sanitary Committee: J. G. Fern, Cincinnati; Karl 
Knuth, Cleveland; and J. H. Thompson, Elyria. 

Apprentice Committee: Chas. Hoffman, Akron; Chas. 
Wilson, Youngstown; and H. W. Eckhardt, Cleveland. 

Past National President A. C. Eynon, in an eloquent 
address on the development of the plumbing craft during 
the last decade, took occasion to compliment Governor 
Willis for his keen appreciation of the services which the 
fraternity is accomplishing along the lines of practical 
sanitation as expressed in the Governor’s article in “Do- 
mestic Engineering.” During the course of his remarks, 
Mr. Eynon referred to the campaign against “plumbing 
jokes,” in newspapers and he referred to an editorial on 
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this topic which was reprinted from “Domestic Engineer- 
ing’ in the Literary Digest, several weeks ago. 


Entertainment. 


Thursday morning the visiting ladies were taken out 
for an auto-sightseeing trip in and about Akron. The 
party was in charge of Mrs. F. Maloy, of the Akron La- 
dies’ Auxiliary. At 12:30 p. m. the ladies were guests at 
a luncheon and card party at the Portage Hotel. Mrs. 
H. P. Cahill, chairman of the Ladies’ Auxiliary of the 
Akron Association, acted as the presiding matron. 


Exhibitors and Salesmen. 


Central Brass Mfg. Co., Cleveland, O., was represented 
by Emile L. Strauss, president; Harry H. Klein, Cleve- 
land representative, and Ray T. Wood, Ohio representa- 
tive. Room 202, Portage Hotel, was used for the exhibi- 
tion of the concern’s Quick Pression Work, and its line 
of brass goods. 

The Compound Injector & Specialty Co., Chicago, was 
represented by Geo. J. Dehn, president, and H. E. Parker, 
Ohio representative. Their attractive exhibit was set up 
in Room 101 of the Portage Hotel and consisted of cast 
iron drainage fittings, traps, floor drains, and garage 
drains. 

The Hardware & Supply Co., Akron, O., held open 
house and served refreshments in Room 126 of the hotel. 
J. T. Catlin and R. J. Foley were in charge. 

H. E. Faught and O. N. Fischler distributed four and 
one-half inch calking irons in the interests of the Wood- 
ward-Wanger Co., of Philadelphia. 

The salesmen who were present during the convention 
were: J. H. McCormick, of H. Mueller Mfg. Co., Decatur, 
Ill.; C. M. Converse, salesmanager, and U. I. Bott, Ohio 
representative, both of Novelty Iron Co., Canton, O.; 
John C. Jamieson, of Geo. J. Roberts Pump Co., Dayton, 
O.; A. G. Cripps, salesmanager,; Prudential Heating Co., 
Akron, O.; James W. Barber, Ruud Mfg. Co., Pittsburgh, 
Pa.; J. H. Bacon, Jr., Cleveland manager, Pierce, Butler 
& Pierce Mfg. Corporation, Syracuse, N. Y.; Jack Cripps, 
of Eagle White Lead Co., Cincinnati, O.; J. H. Howard, 
president, and Geo. L. Miller, salesmanager, of Buckeye 
Pump Co., Columbus, O.; Trueman L. Foote, of the 





Two Supply Men. From Left to Right They Are: C. M. 
Converse, Sales Manager, and U. I. Bott, Representative, 
Both of the Novelty Iron Co., of Canton, O. 


American Brass Co., Waterbury, Conn.; D. O. Charmois, 
manager, D. C. Mfg. Co., Canton, O.; F. F. Buckley, 
Cleveland Faucet Co., Cleveland, O.: W. S. Roath and 
S. M Roath, Roath Mfg Co., Akron, O.; H. Fielder, presi- 
dent of Franklin Controlling Valve Co., Franklin, O.; 
W. J. Creese, J. L. Mott Iron Works, New York; C. A. 
Yinkey, Richmond Radiator Co., New York; Lee Dinkel 
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and D. H. Bowlzer, of Glauber Brass Mfg. Co., Cleve- 
land; S. Resek and J. A. Kiewel of Farnan Brass Works, 
Cleveland; Ed Goddard and J. M. Wolf, United Brass Mfg. 
Co., Cleveland; Dick Backus, The Barnes Mfg. Co., 
Mansfield, O.; C. J. Moody, Mustee Water Heater Co.; 
Cleveland; W. A. Van Deusen, W. A. Van Deusen Co., 
Cleveland; C. L. Bryant and A. D. Herschler of the Bry- 





The Central Brass Mfg. Co., of Cleveland, Was Well Represented 
by These Three Gentlemen. From Left to Right They Are: 
H. H. Klein, E. L. Strauss, President, and R. T. Wood. 


ant Heater & Mfg Co., of Cleveland; Joe R. Galloway, 
Gibson & Price Co., of Cleveiand; and Otto Hahn, Louis 
Lipp Co., Cincinnati, O. 


THE OPENING OF THE MASTER PLUMBERS’ 
TRIAL. 





The trial of the thirty-six master plumbers recently in- 
dicted in lowa was begun in the United States District 
Court at Des Moines on Wednesday, February 10th, 
Judge John C. Pollock presiding. The Government was 
represented by Claude R. Porter, United States District 
Attorney for Southern Iowa, George N. Murdock, of the 
Department of Justice, B. F. Welty, of Lima, O., and E. 
G. Moon, first assistant to the Southern Iowa District 
Attorney. 

The defense was represented by L. C. Boyle, of Kansas 
City, Clark McKercher, of New York, formerly assistant 
under Ex-Attorney General Wickersham, and Strock & 
Wallace, of Des Moines. 

The jury was completed by 2 p. m. of the first day and 
after the opening addresses of the Government and the 
defense, the first witness was placed on the stand. The 
defense scored the first victory in a court ruling in an- 
swer to a motion filed by them to permit the defendant 
to inspect all documents which would be introduced in 
evidence by the‘prosecution. While the presiding judge 
is intolerant of needless delays and is making every effort 
to expedite the trial, it is estimated by the prosecution 
that at least the greater part of a month will be required 
to complete the case. 
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NOW THE CORNELIUS-MORGAN CO. 





The Cornelius-Hogg Co., dealers in plumbing special- 
ties at San Francisco, Cal., will hereafter do business un- 
der the name of the Cornelius-Morgan Co. 





WILL MANUFACTURE WATER HEATERS. 





The Safety Water Heater Co., of Chicago, has been 
incorporated with a capital of $20,000 to manufacture 
water heaters. The incorporators are Thomas L. Stitt, 
Henry A. Gano and Herman Wagner. 





WILL MANUFACTURE HEATING SPECIALTIES. 





The Merrill Process Co., of Boston, Mass., has been 
incorporated with a capital stock of $75,000 to manutacture 
machinery for heating and drying purposes. The incorpo- 
rators are F. H. Swift, John C. Heyer and A. N. Rice. 





WILL MAKE SEWAGE DISPOSAL SYSTEMS. 





The Underhill Engineering Corporation, of New York 
City, has been incorporated with a capital of $25,000, to 
manufacture sewage disposal plants. The incorporators 
are J. T. Underhill, E. L. Smith and D. S. Seymour, all 
of New York City. 


CLINTON C. JENKINS CALLED BY DEATH. 





Clinton C. Jenkins, former treasurer of the Pierce, But- 
ler & Pierce Mfg. Co., of Syracuse, N. Y., died in New 
York City on Friday, January 29th, in his 56th year. Mr. 
Jenkins was connected with the Pierce, Butler & Pierce 
concern for many years and had a large circle of friends 
in the trade throughout the country. He retired from busi- 
ness several years ago to enjoy a well-earned otium. 





MASSACHUSETTS PLUMBERS AND JOBBERS IN 
CONFERENCE. 





In furtherance of the plan of the Massachusetts State 
Association of Master Plumbers to “get together” with 
representatives of the supply houses for mutual benefit, 
a meeting was held recently in Boston at which many 
questions of interest were discussed. The question of 
the replacing of damaged goods and the consequential 
cost of reinstallation was one of the chief topics and a 
committee was appointed to go into this matter at greater 
length and make a later report. 

The jobbers were represented at the conference by the 
following gentlemen: H. W. Thorndike, E. F. Butler, Frank 
W. Hubbard, P. J. O’Brien, Daniel P. Sullivan, J.T. Corco- 
ran, A. W. Rich, O. J. Saxe, Frank H. Locke and R. D. A. 
Thompson. The master plumbers present included State 
President George Smith, of Springfield; State Treasurer 
Robert Robertson, of Beverly; State Secretary James H. 
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Trow, of Salem; National Vice-President James S. Cas- 
sedy, of Cambridge; R. J. Welch, of Lowell; J. P. Per- 
ham and Orren C. Poole, both of Boston; A. E. Mc- 
Donald and Daniel F. Loan, both of Worcester; J]. B. 
Feehan and G. E. Ryan, both of Lynn, and H. D. Hat- 
field, of North Adams. The special committee chosen 
consists of Messrs. Cassedy, Robertson and Feehan of 
the plumbers and Messrs. Thorndike and Saxe of the 
jobbers. 





THE FEBRUARY MEETING OF THE ILLINOIS 
CHAPTER OF A. S. H. & V. E. 





The Illinois Chapter of the American Society of Heat- 
ing and Ventilating Engineers held its regular monthly 
dinner and meeting at the Great Northern Hotel in Chi- 
cago on Monday evening, February 8, with a good at- 
tendance. 

Following the dinner President Chas. F. Newport called 
the meeting to order, and asked Secretary W. L. Bronaugh 
to call the roll. This done, Mr. Bronaugh read the re- 
port of the January meeting, which was approved. 

The Committee on Air-Washer Tests thereupon sub- 
mitted its financial report which resulted in an additional 
appropriation of $100 for the purchase of needed ap¢ 
paratus for the continuation of tests. 

The Auditing Committee rendered its report showing 
a substantial balance in the treasury of the Chapter. 

Dr. E. Vernon Hill followed with an interesting report 
on the progress made by the Committee on Air-Washing. 
He concluded by stating that the assistance of members of 
the Chapter in this committee’s work would in his opinion 
be of great mutual help. President Newport and Secre- 
tary Bronaugh volunteered to assist and placed themselves 
subject to his call. 

H. M. Hart on behalf of the Ventilation Committee 
stated that the official report of its work was now in the 
hands of the printer and would no doubt be mailed to the 
members within a couple of weeks. 

Owing to the fact that Secretary Bronaugh was un- 
avoidably prevented from attending the annual meeting 
of the parent society as the Chapter’s special representa- 
tive, H. M. Hart was asked to report on this meeting, 
and he did this extempore in a most interesting and in- 
structive manner. He called special attention to the work 
done by the New York State Commission on Ventilation, 
the results of which do not in any sense indicate that 
ventilation is not necessary. On the contrary, they 
furntsh very excellent evidence that ventilation is neces- 
sary for the removal of heat from the body, as claimed 
by Prof. Winslow. 

The topic for, the evening, “Trouble Jobs and the Par- 
ticular Methods Employed in the Correction of the 
Trouble,” was thereupon opened for discussion in a mas- 
terly manner by J. P. Dugger, who related how many 
curious mistakes had been made in the installation of 
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boilers, and how they had been discovered and cor- 
rected. 

President Newport, H. M. Hart, August Kehm, R. B. 
Hayward and other members also told about their ex- 
periences with trouble jobs, using the blackboard to il- 
lustrate sick old-time jobs which they in the course of 
their practice have been called upon to cure, and how 
they did this. 

All in all, it was probably one of the most instructive 
and interesting meetings held so far in the history of the 
Mlinois Chapter. 

FIRST ANNUAL CONVENTION OF C. A. DUNHAM 
CO’S. SALESMEN. 





On January 18th, 19th and 20th, twenty-seven branch 
office managers and salesmen of the C. A. Dunham Com- 
pany met at the home offhce at Marshalltown, Iowa, tu 
attend the first annual conclave of the Dunham Sales 
Organization. The meeting was the first of what is 
intended to be annual sales conventions to be held at 


sy 
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At the conclusion of the banquet, C. A. Dunham, presi- 
dent of the company, was presented with a silver loving 
cup by the members of the sales organization. In re- 
sponse, Mr. Dunham stated that he had an announcement 
which he wished to make at that time. The substance 
of the announcement was the fact that J. W. Hook, for- 
merly sales manager, had been appointed to fill the posi- 
tion of general manager of the company, and FE. A. frar- 
cis, formerly manager of the department of finance and 
accounts, had been appointed to fill the position of assistant 
general manager. As yet the positions vacated by these 
two gentlemen have not been filled, but will very likely 
be taken care of in the near future. The C. A. Dunham 
Co., Ltd., of Canada, was represented at the meetings by 
A. J. Dickey, general manager of the Canadian company, 
and E. T. Flanagan, manager of the Ontario branch. 


DIRECT SALES TO SOUTH AMERICA. 





When the South American purchaser wishes to order 
goods from the United States, he finds it necessary to 
pay cash or to order through American or foreign com- 





The Sales Convention of the C. A. Dunham Co., of Marshalltown. Iowa. From left to right they are, in Bottom Row: 
C. S. Bartholomew, C. A. Dunham and L. A. Michael.—Second Row: C. L. Chase, D. C. Murphy, J. #3. McKee, Geo. W. 


Best, J. W. Hook, H. M. Reynolds, C. W. Locker, Jos. W. 
McMillan, N. C. Ascher, Aaron Miller, H. E. Chase, A. J. 
Preston Daniels and Robt. S. Mayer.—Fourth Row: E. R. 
and Edward Foster. 


the home office, for the purpose of equipping each man 
better for the sale of the Dunham specialties and Dun- 
ham systems of heating. The first day of the convention 
was spent in getting acquainted and in an inspection of 
the factory, and ended with a theatre party in the even- 
ing. The regular business sessions began on Tuesday 
morning, the day being taken up with lectures and dis- 
cussions covering various subjects coming up in a busi- 
ress of the character of the Dunham Company. Tues- 
day evening the bunch was taken back to the company’s 
office building where an entertainment was given, in charge 
of the home office boys, which ended with a smoker. 
Wednesday morning started with another series of lec- 
tures and discussions which continued throughout the day, 
and was brought to a close by a banquet in the evening. 





Seymour, H. H. Wright and Jas. P. Newshaw.—Third Row: Wm. 
Dickey, E. A. Hamilton, Geo. F. Schofield, Henry M. Hammer, 
Hawley, E. T. Flanagan, W. Hoeing, C. A. Anderson, C. W. Wheeler 


mission houses in South America, which, upon request 
and guaranty, usually allow him ample time for payment, 


writes United States Consul General William W. Hand-. 


ley, of Callao, Peru. These commission houses, however, 
charge not only a high commission but at least 8 per cent 
upon the amounts invested, and also add to their bills 
the cost of exchange on New York, which is at a premium 
of 10 per cent. The new customer is therefore apt to 
conclude, upon comparing American and European bills 
for the same articles, that the United States is a rather 
expensive country to deal with. Commissions should be 
eliminated by direct trading between South American 
buyers and North American sellers. By the establish nent 
of American branch banks in the principal South Amer- 
ican capitals and by the extension of liberal credit terms, 
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much of the business that has heretofore been conducted 
with European countries could be permanently diverted 
to the United States. 





PRIZE COMPETITION FOR MASTER PLUMBERS. 





The Trenton Potteries Co., of Trenton, N. J., has 
just announced a prize competition for master plumbers, 
four prizes to be awarded by the company to the four 
master plumbers who sell the largest number of Silent 
Si-wel-clo closet combinations during the six month 
period, beginning March 1, 1915, and ending August 31, 
1915. The amounts of the prizes are: $500, $250, $150 
and $100. 














H. S. Ashmon, of the Handy Mfg. Co., of Bridgeport, 
Conn., is on an extended trip to the jobbing centers of the 
West. 

W. L. Belknap, Jr., of the Belknap Mfg. Co., Bridge- 
port, Conn., is making an extended business trip through 
the West. 

EF. J. Ackerman has connected himself with the Victor 
Brass Mfg. Co., Cleveland, O., as representative for New 
York City and vicinity. 

G. E. Melins, vice-president and treasurer of H. O. 
Canfield Co., Bridgeport, Conn., is on a visit in the 
South for the improvenieut of his health. 

Louis P. Ertel, representing the Sanitary Specialties 
Co., of Philadelphia, has been calling on many of his 
old friends in the Chicago trade this week. 

Frederick A. Lathrop, manager of the Chicago office 
of the Youngstown Sheet & Tube Co., of Youngstown, 
©., has just returned from a week’s vacation in Florida. 

George Hurley has recently joined the selling force 
of the Victor Brass Mfg. Co., of Cleveland, O., and will 
represent the company in New England, with headquar- 
ters at Boston, Mass. 

C. P. Hackett, of the United States Radiator Corpora- 
tion, of Detroit, Mich., has been elected president of the 
Transportation Club in that city, comprising over 200 
men who hold important traffic positions with railroad 
companies and industrial institutions. 

A. W. Clegg, of the heating firm of F. A. Clegg & Co., 
Louisville, Ky., was in Chicago last week. He spoke 
very optimistically about business conditions in his part 
of the country. He also reported that his company had 
secured several large contracts throughout the South. 

F. J. Ashe, of the firm of Ross & MacDonald, of 
Montreal, Quebec, and one of the leading heating and 
sanitary engineers of Canada, was in Chicago this week 
on his annual visit to the trade. He reported that nearly 
everybody in his part of Canada is making preparations 
to go to war. 

Dick Collings, who covers the central west for the 
American Pin Co., of Waterville, Conn., has been as- 
signed to the New England field in addition to his regular 
territory. William Hardt, whom Mr. Collings succeeds 
in New England, will hereafter take up other duties at 
the office of the company. 
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LARGE CATALOG OF BATH ROOM ACCESSORIES, 





The E. C. Smith Mfg. Co., of 321 West Washington Street, 
Chicago, has just issued its catalog “D”, entitled “Bath Room 
Accessories” and containing so complete and detailed de- 
scriptions of bathroom specialties that it is practically an 
encyclopedia of useful knowl- 
edge in this line. In the preface 
of the catalog, which, by the 
way, contains 128 pages, 6x9 
inches, the company states that 
they have added many new pat- 
terns and that all their fur- 
nishings are made of solid brass, 
the joints where rod or tubing 
is used being threaded or brazed, 
and that their cabinets and 
chairs are most carefully con- 
structed and their mirrors are 
selected quality French plate. 
They also mention that they 
can furnish fixtures made ac- 
cording to government specifica- 
tions. Among the articles to 
which most space is devoted in this catalog are bath sprays, 
bathtub soap dishes, bathtub seats, glass shelves, medicine 
cabinets, showers, soap dishes, towel racks and tumbler 
holders. The book is printed on highly glazed paper and 
from attractive type and new high-grade half tones, making 
it an exceedingly fine addition to the trade library of any 
master plumber. Those of our readers who have not yet re- 
ceived a copy of this catalog can secure it from the above 
company on application, mentioning “Domestic Engineering.” 








THE POWERS NO. 11 TANK REGULATOR. 





The Powers Regulator Co., 5 South Wabash Avenue, Chi- 
cago, has just issued a neat folder illustrating and describing 
in detail its No. 11 Tank Regulator, designed particularly 
for steam heated hot water service tanks, but which may also 
be used effectively on feed water heaters, pasteurizers, cook- 
ing apparatus, etc., for hotels, apartment buildings, laun- 
dries, hospitals, factories and similar institutions. This regu- 
lator is said to suit those conditions that do not permit of 
using an auxiliary water or air supply for operation of 





The Powers No. 11 Tank Regulator. 


diaphragm steam valves. The expansion tube which projects 
into the tank, as shown in the accompanying illustration, 
generates a pressure by contact with the hot water and this 
pressure is communicated to the flexible connecting tube to 
the bonnet of the steam valve. This bonnet is equipped with 
a metal bellows diaphragm, which responds to the pressure 
changes by closing and opening the steam valve so as to 
maintain the desired water temperature. The valve furnished 
with this regulator is of the double seated balanced type, 
with union and tail piece connection at both inlet and outlet— 
which greatly facilitates the placing of it. The valve is said 
to be made of the very best bronze steam metal, and service- 
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able under high steam pressures. Parties interested in this 
device can secure complete information from the above com- 
pany upon request, mentioning “Domestic Engineering.” 





CATALOG OF PERRY PNEUMATIC WATER 
SUPPLY SYSTEMS. 





The United Pump & Power Co., with general offices in 
Milwaukee, Wis., has just issued a most carefully com- 
piled catalog of Perry pneumatic fresh water supply sys- 
tems, fresh water pumps, air compressors, automatic elec- 
tric ‘controllers, special air 
valves, etc. Special atten- 
tion is given the Perry fresh 
water supply system, which 
distributes water under 
pressure without storage, a 
feature made possible by the 
invention of the Perry pneu- 
matic pump. Placed in the 
well or any other source of 
water supply, this pump is 
operated by compressed air, 
which, by means of an auto- 
matic reversing valve, forces 
the water alternately out of 
the two cylinders, producing a 
steady, continuous flow at any 
required pressure whenever 
a faucet is opened. The catalog, whose title page is 
shown herewith in miniature, consists of 24 pages, 6x9 
inches, and it will no doubt prove very valuable to those 
who are interested in the installation of plumbing and 
water supply systems in country residences or isolated 
dwellings out of reach of city water-works systems. It 
can be obtained from the above-named company upon 
request, mentioning “Domestic Engineering.” 











Railroads Buying More Freely. 

The railroads are showing more interest in steel prod- 
ucts, especially rails, and for equipment, inquiries having 
increased materially. Actual purchases of rails amounted 
to about 125,000 tons and while business in cars and struc- 
tural steel was light, pending orders are much larger than 
at the beginning of the present month. The independent 
interests as well as the United States Steel Corporation 
have chartered boats to carry material abroad and are thus 
overcoming the large freight rates. Steel exports last 
week were 70,000 tons and it is expected that the pro- 
ducers in the United States will supply South America in 
the future instead of European mills. 

Nothing of note occurred in the pig iron trade, business 
being extremely dull. The sales made by merchant inter- 
ests amounted to about 40,000 tons of which 1,500 tons 
were placed in the Eastern district including 2,500 tons to 
pipe works, 3,500 tons of phosphorus and the balance scat- 
tered lots of foundry and forge grades most of the busi- 
ness going to Buffalo. Liberal shipments of iron on con- 
tracts placed last year are going forward, at the same time 
it is understood that some consumers in the West asked 
for delay which producers refused to consider. Machine 
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tool builders were the most active melters among ccn- 
suming interests. The output of pig iron on February 
first was at a 215,000-ton monthly rate, greater than on 
January first, due to the larger output of the steel com- 
panies. Prices are as follows: 


No. 1 Northern Foundry, New York...... $14.50 to $15.00 
No. 2 Northern Foundry, New York...... 14.25 to 14.50 
No. 2 Southern Foundry, Birmingham ... 9.50 to 9.75 
No. 2 Southern Foundry, Cincinnati ..... 12.50 to 13.00 
No. 2 Northern Foundry, Chicago........ 13.00 to 13.25 


Copper Lower on Smaller Export. 


Liquidation of standard contracts through the London 
market and freer offerings of refined copper brought a re- 
action in the market, the price for electrolytic being 141% 
cents. Germany’s -attitude relative to the shipping of 
France and England was another cause of disturbance as 
the export trade has been a sustaining factor of the mar- 
ket since the war began. Consumers also took into con- 
sideration the increased production at the mines which is 
in progress, the trade was inclined to await the outcome 
and in the absence of stimulus from the buying side offer- 
ings came in lower. 

Tin. 

Speculation at London and rumors of various kinds 
relative to shipments from the Straits were responsible 
for frequent and violent fluctuations in tin. The break in 
the market in future positions was due to the change of 
policy of the Dutch Government regarding Banca tin held 
at Batavia. Heretofore this tin was sold at auction in 
Holland but the government contemplates rel ‘asing it in 
the Dutch East Indies. Spot tin suffered with futures but 
recovered sharply, the result being a net decline of 14 
cent a pound and is quoted at 37% cents. Since the first 
of February the arrivals at ports in the United States were 
925 tons and cargoes afloat amounted to 4,500 tons. 


Lead. 


The market was quiet but the undertone was firm and 
while no changes were reported in New York, East St. 
Louis was strong and closed higher. Spot lead is quoted 
at 3.75 to 3.85 cents, New York, and 3.65 to 3.67% cents, 
East St. Louis. 


Old Metals. 


New York dealers’ buying prices are all nominal as fol- 
lows: 


Strictly crucible copper.... 


i teed bakd caeaewe chareew ews 10.50 10.75 
Uncrucibled heavy copper............. ccs 128 11.75 
Umcrmeibied COMET WITE. ..... ccc cccwcccces 11.50 11.75 
No. 1 machine composition................ 10.25 10.50 
CE 8.50 
POO: 0 DRMO SUCMIME... .. wc ccc ecccccccscsse 860 8.25 
pk ee 9.25 9.50 
oS ee Ss 9,25 
Ie Sie es ee oa ee os ea ees 6.75 7.00 
I nn ts hau eewk ek oureob hewmen 7.00 7.25 
te ai ee hs he es 3.25 3.30 
pe ey ee er ee. 3.00 — 





PUBLIC COMFORT STATIONS. 





Ground will soon be broken for the erection of a pub- 
lic comfort station in Veteran Park, in Syracuse, N. Y. 

Efforts are being made to have a public comfort sta- 
tion erected in the business section of Utica, N. Y. 
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Illinois 


ST —Eeo E=—E— Eee ee 
Chicago and Vicinity. 

R. B. Hayward, formerly of Mellish-Hayward Co., and 
W. L. Bronaugh, formerly of Iroquois Engineering Co., 
have incorporated the Hayward-bronaugh Co. for the pur- 
pose of manufacturing and contracting for the installation 








of sheet metal work. The new company is located at 406 
West Erie Street and will give special attention to ven- 
tilating, dust removal and boiler breeching. 

Daniel Rock, one of the pioneer master plumbers of 
the city and the first president of the Chicago Master 
Plumbers’ Association, is recovering from a cold at his 
home, 1411 Lill Avenue. He recently celebrated his 81st 
birthday. Despite his advanced years he is still the soul 
of mirth and good fellowship, and men in the trade who 
have occasion to be in the vicinity of his home will find 
a right royal welcome upon crossing his threshold. 
“Dan” is always overflowing with anecdotes of his ex- 
periences as a master plumber in the old days. 

After a three-day trip to the wilds of Northern Wis- 
consin, Joseph B. Weber, 4834 Broadway, has recently 
returned to the city. Mr. Weber went north to super- 
vise the installation of a $2,500 plumbing contract for a 
handsome residence which is being built in the vicinity of 
Pennington, Wis. 

William A. Finn, of the plumbing firm of Richard B. 
Finn & Son, 3516 Vincennes Avenue, left Sunday, Feb. 
7th, for a two months’ trip, as manager and umpire for the 
Illinois Athletic Club basketkall team, which will play at 
Kansas City, Denver, l.os Angeles, and at the Panama Ex- 
position for the world’s championship, returning by way 
of Portland, Seattle, Tacoma, Salt Lake City and Billings, 
Mont. 





Detroit and Vicinity. 
The coming season promises to be an unusually lively 
one for the Detroit Association of Master Plumbers. 


Among the events now being planned is a monster din- 
ner and dance to take place after Lent. Although the 
matter has only been mentioned in an off-hand way by 
some of the officers, the members are very much en- 
thused and are hoping that the association will “puil it 
off,” so to speak. A special committee is now working 
out the details, and before long a definite announce- 
ment will be made. 

Eugene Willard, formerly ene of the hustling representa- 
tives of the Great Western Pottery Co., launched into busi- 
ness for himself on January Ist, as a general plumbing 
contractor, at 258 Forest Avenue West, Detroit, Mich. 

The heating contract on the new addition of the Peoples 
State Bank, Detroit, was awarded last week to Ernst 
Bros., 35 Bagg Street. The contract amounts to approx- 
imately $20,000. This firm reports a very busy winter 
season and adds that prospects are exceedingly good. 





Indianapolis. 

Hayes Bros., of this city, have the contract for the 
plumbing in the nine-story addition to the Ayers Build- 
ing, the heating in the Robins-Meyer factory at Spring- 
field, O., and plumbing and heating in the Winter apart- 
ments. They are just finishing the heating installation in 
the Fletcher Savings & Trust Bank building. 

E. E. Simon & Co., plumbers and steamfitters, have re- 
cently opened a shop at 1123 East Washington Street, 
Indianapolis, and have contracts for both the plumbing 
and heating in several large residences. They would be 
elad to receive catalogs and other literature from the 
trade. 

S. P. Marsh, of Indianapolis, has recently opened a 
plumbing establishment at 312 S. Illinois Street. 


Other Cities in the State. 

W. W. Sibley & Co., of South Bend, are working on or 
have recently finished the following contracts: Heating 
and plumbing in the three-story Northern Indiana Gas & 
Electric Co.’s building; heating in the garage of the Hinkle 
Motor Car Co.; plumbing and heating in the church, rec- 
tory and hall of St. Joseph’s Catholic Church; heating and 
plumbing in the new LaSalle Theater; heating and plumb- 
ing in the hospital building of the Orphan’s Home at 
Mishawaka, Ind. 

Clarence Miller, of Lebanon, recently finished the heat- 
ing and plumbing in the two-story fireproof Colonial Thea- 
ter building. This contract amounted to $1,100. He also 
has been awarded the contract for the plumbing in the Roy 
Ruck residence, consideration, $700; and the plumbing 
and heating in the new library at Thorntown, Ind. 


—S>—— J eS ee ee”, 


Minnesota 


LF SY een EO eee er ee 


St. Paul and Vicinity. 

Oliver W. Barrett, of the Capitol Hill district, has a 
number of residence contracts well under way in the St. 
Anthony Park section. Among these are the residences of 
D. F. Polk, G. H. Groth and O. J. Johnson. Mr. Barrett 
also has the contract for the plumbing and heating of the 
McComber flats. 

Swanson Bros., of University Avenue, have just com- 
pleted work on a hotel and bank building at Forest City, 
la. They have under way the contract for the plumbing 
and heating of a new schoolhouse at Corrall, Minn. 

One of the features in the plumbing installation in the 
new Hill Building, now under construction in this city, 1s 
the drainage system. This is the recently patented system 
of Hulbert & Dorsey, plumbing and heating contractors, of 
Chicago. 

The O’Neil Plumbing & Heating Co. has just completed 
work on St. Catherine’s College. This firm also has the 
contract for the remodeling work that is zomg on in the 
Golden Rule Department Store. 
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Pittsburgh and Vicinity. 

The following heating contracts have recently been 
awarded in the Pittsburgh district: G. F. Higgins wil! 
install the heating in the residence being built by O. H. 
Benitend. 

The Westinghouse Electric & Manufacturing Co., now 
erecting a large blacksmith shop at East Pittsburgh, 
awarded the heating contract to the Iron City Heating Co. 

The Cambria Plumbing & Heating Co., of Johnstown, 
Pa., has been awarded the heating contract in the build- 
ing being erected by L. C. Coldren and J. H. Monathan. 

The Dunbar Township School Board, at Leisenring, 
Pa., awarded the heating contract for its new public school 
building to the Pittsburgh Heating Co. Work is to be 
started at once. 

The McGinnis Co., of Pittsburgh, has received the con- 
tract for the heating work in the new St. Aloysius church, 
being erected at Wilmerding, Pa. 

Walker & Wilcox, of Pittsburgh, were awarded the con- 
tract for heating the new residence, being built at Aspin- 
wall, Pa., for E. J. Coleman. 

Philadelphia and Vicinity. 

Stucker & Sloan are installing the heating system in 
the building at 1624 Chestnut Street for H. C. Diamond. 
Consideration, $8,000. 

Frank Doran, Front Street, has been awarded the 
heating contract for the building at the corner of Amber 
and Abigael Streets being erected by H. Heniold. Con- 
sideration, $600. 

Fred W. Beck, 775 N. 27th Street, reports considerable 
drainage work on hand. He is at present underdraining 
several properties at 27th and Brown Streets. 

J. Schall, 2712 Girard Avenue, has been awarded the 
contract to make extensive plumbing alterations in the 
hotel property at 116 Market Street. 

George Smith, of Frankford, has recently constructed 
a new building for his business at 1819 Church Street, 
where he is fully equipped to do all kinds of ‘plumbing 
and heating. He reports quite a lot of new work on 
hand. 

H. Sacks has recently opened a plumbing and heating 
specialty business at 873 North Marshall Street, Phil- 
adelphia, Pa. He would like to receive catalogs from the 
manufacturers. 









Iennessee | 


Tennessee master plumbers are looking forward with 
interest to the annual meeting to be held at the Tulane 
Hotel, Nashville, March 22nd, as announced by President 
W. W. Cronin, of Memphis, and the Executive Committee. 

Pritchard Bros., of Memphis, Tenn., are doing the 
plumbing work on the Majestic Theater No. 2, a hand- 
some structure on Main Street; also the plumbing work 
in George ‘T. Bradnax’s new residence in the Sunrise 
Park Addition. 

T. J. Mooney Plumbing Co., of Eighth Avenue, Nash- 
ville, reports the spring outlook in Nashville about nor- 
mal. 

H. B. Jordan, of Bridge Avenue, Nashville, says the 
winter. season has been very quiet in Nashville, but that 
spring prospects are brighter. 
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Whitehead & Co. have opened a plumbing establish- 


ment on Bridge Avenue, Nashville, where J. S. Moore was 


formerly located. 

George C. Crawford, manager of the Nashville Branch 
of the Ahrens & Ott Mfg. Co., accompanied by Mrs. 
Crawford, is visiting the home office in Louisville, Ky., 
and taking a little vacation. 

The Memphis Master Plumpers’ Association has 
elected the following officers for the ensuing year: Daniel 
McGraw, president; M. H. Loring, vice-president; and 
J. B. Farrell, secretary and treasurer. 

Mark Cockrill, of Jackson, Tenn., has been installing 
a low-pressure steam heating system in the Jackson City 


High School. 
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| Ohio | 








Toledo has fallen in line with other up-to-date muni- 
cipalities on the subject of comfort stations and legisla- 
tion was this week referred to the Public Improvements 
Committee with a view to erecting comfort stations in 
Walbridge, Riverside, Navarre, Ottawa, Central Grove, 
City, Collins and Bay View parks. These comfort sta- 
tions will be fully equipped to cover all that the name 
implies and up-to-date, sanitary plumbing will be in- 
stalled. 

It is expected that work on a new home for_the 
Northern National Bank, of Toledo, Ohio, will be started 
this summer. The basement plans of the building pro- 
vide for recreation rooms, shower baths and lockers for 
employes and the plumbing to be installed will be of 
the highest quality and latest design. 

The Board of Education, Findlay, O., recently ''sold 
$300,000 worth of school bonds. New school buildings 
will be under construction as soon as the weather per- 
mits. Some fine plumbing jobs will be provided, as the 
buildings will be of the most modern construction. Mem- 
bers of the Findlay board have been touring the state 
looking for new and better ideas on school construc- 
tion. 

Toledo plumbers are deeply interested in the recent 
statement of George L. McKesson, director of schools 
of Toledo, that contracts will be let before June 1st for 
seven new, modern school buildings to be erected in 
Toledo the coming summer. Plans for the Detroit school 
at the corner of Detroit, Foster and Lincoln Streets, 
have been completed. This will be a three-story, fire 
proof building with 36 rooms and will cost approximate- 
ly $200,000. Beside the Detroit school, contracts will be 
let for the Nebraska, Walbridge, Mott, Wayne, Chase and 
Ironville schools before June 1st. The new Cherry school 
on which construction work was under way for seven 
months is now in use. This school has some notably 
fine plumbing. 

Prospects for a public comfort station at Canton, O., 
are growing brighter, after becoming rather dim and 
unflattering a short time ago. The city council recently 
passed a resolution providing for the appointment of a 
committee of engineers, representing the city and the 
Northern Ohio Traction Co., which has offered to con- 
tribute a substantial sum toward the cost of the station, 
to investigate the matter. The principal point to be set- 
tled is the site, and one on the public square seems to 
be favored. The mayor, the city engineer, and several 
others were appointed to confer with the Northern Ohio 
Traction engineer and report back to the council, and the 
matter will ke settled shortly. it seems. 
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One of the most important happenings in plumbing 
circles in Ohio during the past few weeks was the meet- 
ing of the Ohio State Association of Builders’ Exchanges 
and the National Association of Builders’ Exchanges at 
Columbus, January 25 to 28. Both meetings were the 
annual conventions and were largely attended by the 
members, many of whom are plumbing contractors. The 
feature of the State Association meeting was a discussion 
of the Ohio workmen’s compensation law by Wallace 
D. Yaple, president of the Ohio Industrial Commission, 
in which he claimed the Ohio law was the best of any 
state in the union having compensation acts. Issue was 
taken to that statement by E. W. Davis, an insurance 
man of Cleveland. The question of the new state build- 
ing code was discussed at length by Herbert Briggs and 
many interesting points were brought out. A resolution 
was adopted recommending that the state building code 
be adopted only in general terms and the various munici- 
palities left to work out the details as best suited their 
individual needs. The mechanic’s lien law was discussed 
by R. M. Lucas, of Columbus, one of the authors of the 
law. Mr. Lucas suggested that the time limit for filing 
liens be extended from 60 to 90 days after the work was 
completed. The principal action taken by the National 
Association of Builders’ Exchanges was giving the Board 
of Control authority to continue negotiations with the 
American Institute of Architects relative to a standard 
form of contract. 


Connecticut 


George R. Wright, of South Manchester, has sold his 
plumbing establishment to Fred Lennon. Mr. Lennon will 
continue the business at the same location on Bissell 
Street. 

K. J. Stoltz and Philip Stoltz, who have conducted a 
plumbing establishment in Hartford under the firm name 
of Stoltz Bros., have dissolved partnership. Philip Stoltz 
will continue the business. 

Thomas A. Walker, of Torrington, has been awarded 
the contract for plumbing and heating in a new two-family 
house being erected on Prospect Street for Benjamin R. 
Phillips. 

The Manchester Plumbing Co., of Manchester, has con- 
tracts for plumbing and heating in a house on Henry 
Street, South Manchester, for Walter R. Hobby, as well 
as the plumbing in a new house on Woodbridge Street, 
South Manchester, for Robert Johnston. 

Richard & Chard, of Stamford, report a very pros- 
perous year, their business for 1914 running over $100,- 
000. Among their many jobs were the following: 
Bostwick Avenue and the Nichols Avenue schools in 
Bridgeport; the Lockwood Avenue school, the Waterside 
and the Hart schools in Stamford. They have recently 
completed a 27-family apartment house in the residential 
district, where the plumbing and heating cost over $6,000. 

Feeks & Rutz, one of the best known firms in the plumb- 
ing line in southern Connecticut, are quoted as saying that 
while trade in general has been quiet they look for an 
early spring resumption of building, especially along the 
shore front, as many bungalows, summer homes and shore 
cottages will be in demand by wealthy people who usually 
go abroad. 

Stamford will soon possess a beautiful new hotel, some- 
thing it has long needed. The Harris Construction Co. 
is the builder, and this concern will also do the plumbing 
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and heating for same. It will be ready for occupancy 
early in March, and will probably cost $80,000. 

It is now expected that work will start in early spring 
on a new post office to be erected in Stamford at a cost 
of $93,000. 

The Shelton Contracting Co., of Shelton, has the contract 
for plumbing the new Derby High School, Minerva Street, 
Derby, amounting to $2,500. This company also has con- 
tracts for four single and two double houses, as well as a 
store and apartment block, totaling about $5,000. 

The new gymnasium building being erected on Thomaston 
Avenue for the Waterville School District will be completed 
shortly. M. J. Daly & Son has the plumbing, and Barlow 
Bros. Co. the heating. 

The new factory being built for the Pilling Brass Co. in 
Waterbury is now being finished. J. M. Gill has the con- 
tract for plumbing. 

Charles Thatcher Co. has completed the plumbing and 
heating for the new pumping station erected on Hecla Street 
for the city of Waterbury. This firm has also been awarded 
the plumbing and heating contract for C. A. Ketchen’s new 
residence on Euclid Avenue. 

The new residence being erected for John A. Williams 
on Wheeler Street, Winsted, is now about completed. Thomas 
A. Walker, of Torrington, contracted for the plumbing and 
heating. Mr. Walker also secured the contract for plumbing 
and heating the new two-family house being erected for Benj. 
B. Phillips in Torrington. 

Hartford. 

The large store and apartment block now being erected at 
the corner of Main and Charter Oak Avenue for Schwartz 
& Nirenstein is nearing completion. Libby & Blinn are doing 
the heating; Otto Epstein, Inc., the plumbing, and the Spen- 
cer Turbine Cleaning Co. is installing a vacuum cleaning 
system. 

Otto Epstein, Inc., secured the contract for plumbing and 
heating a three-family brick house at 165 Madison Street 
for John Breen. He also has the contract for plumbing the 
new house of Thomas Ratigan, to be built on Cabot Street. 
E. I. Bickaustin will do the furnace heating. 

C. B. Peterson will do the plumbing, and C. J. Elmquer 
the hot water heating in the new residence building of 
Christina Potholm. 

The new store and hotel buildings, also the block on the 
adjoining property which is being remodeled for Delaney 
Bros. is nearing completion. Dowd & Saddler have the 
plumbing contract, and Libby & Blinn the heating contract. 
A vacuum cleaning system will be installed by the Spencer 
Turbine Cleaning Co. 

Poirot & Boylan have the plumbing and heating contract 
for a two-family house on Goffe Street for Wm. Barnes. 

Herman Penn secured the contract for plumbing and heat- 
ing a store and tenement on Ashmun Street for N. C. Hack. 

Work has been started on two houses on Maplewood Ter- 
race, Highwood, for the Lakeview Crest Land Improvement 
Co. A. Levin will do the plumbing. 

A. N. Sasso, who is building five houses on Orange and 
Willow Streets, has awarded the contract for plumbing and 
hot water heating to the Enterprise Plumbing Co. 

H. Banquer will do the plumbing in four houses now being 
built on John Street. 

Bridgeport. 

N. B. Curtis will do the plumbing and heating for a three- 
family house being built for Nussenbaum & Silverman, on 
Sanford Avenue. 

A six-family house for W. F. Chattos is in course of con- 
struction. A. E. Roberts has the plumbing contract. 

T. Reilly, Jr., has the plumbing and heating for the new 
home of Mary Carroll, on Walnut Street. 
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The. Rehill Plumbing & Heating Co. will install the plumb- 
ing and hot water heating in a new house on Harlem Street 
being constructed by Spargo & Winter. 

Carlson & Benson, of Bridgeport, report the following 
contracts: Plumbing in a two-family house on Brewster 
Street, for John Blazya; plumbing and heating in three 
houses on Gurdon Street, for H. L. Blackman & Co.; 
plumbing and furnace heating in a two-family house on 
Eaton Street, for L. R. Darling, and plumbing and heating 
in a house on Merriam Street, for George Van Deusen. 

Other Bridgeport contracts include: Plumbing and hot 
water heating in house on Long Hill, for the Mallett 
estate, awarded to N. B. Curtis & Co.; plumbing and heat- 
ing in a two-family house on Fairfield Avenue, for Rev. H. 
M. Sherman, awarded to C. S. Eames & Co.; plumbing in 
two-family house on Weber Street, for Joseph Michalka, 
awarded to Doherty & Freeman; plumbing in three-family 
house on Madison Avenue, for Samuel Friedberg, to 
Joseph Horowitz; plumbing and heating in apartment 
house on Harbor Avenue, for C. A. Bjorkland, to J. Reilly. 





ir 55 re ® 
| Wisconsin | 


Three Cream City Gentlemen. 
Three of the moving spirits in that live and growing 
organization, the Wisconsin State Association of Master 
Steam and Hot Water Fitters were recently caught on 














Wie merennenera. 








Three Master Steamfitters, from left to right they are: Frank 
Meadows, John Saxer and Hugo Franke, all of Milwaukee, Wis. 


the “firing line,” by “Domestic Engineering’s” snapshot 
battery at the convention in Milwaukee. The three gen- 
tlemen who permitted the snapshot man to aim at them 
were, reading from left to right, Frank Meadows, 
secretary Milwaukee local; John Saxer, and Hugo Franke, 
retiring president of the state association. 
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Massachusetts 


The Master Plumbers’ Association of Boston and 
Vicinity is mailing to each of its members this week 
cards containing profit tables outlining methods of deter- 
mining overhead expense in the plumbing business. This 
action is in accordance with a suggestion made by Henry 
F. Baillet, of Newark, N. J., during his recent visit to 
Boston. It comprises six pages of convenient size and 
contains a table for determining the selling price of any 
article, a table for figuring net profits, a list of items 
going to make up overhead expenses and an interest table 
showing the percentage of cost which must be added to 
effect a given percentage of profit on any given sale. The 
folder is similar to one which Mr. Baillet exhibited and 
explained in his many lectures on the subject of overhead 
expenses. 

Michael W. Buckley, a member of the plumbing firm of 
Reilly & Buckley, has been appointed inspector of plumb- 
ing of the town of Ware. There had been some con- 
troversy between the master plumbers of Ware and the 
board of health over the filling of this position, but the 
master plumbers are said to be well satisfied with Mr. 
Buckley’s appointment. 

The annual report of Plumbing Inspector Peter P. 
Griffin, of Salem, for the year 1914, shows the year to 
have been an unusually busy one in his department due 
largely to the building boom following the disastrous fire 
of last spring. Mr. Griffin issued 632 plumbing permits 
during the year. Fixtures installed were as follows: Water 
closets 871, sinks 697, lavatories 592, tubs 530, trays 452, 
miscellaneous fixtures 140. Of the permits issued 232 were 
for work on new buildings. 

The John O’Connell Co., Inc., engaged in the plumbing 
and steamfitting business, have recently moved into new 
and more commodious quarters at 142 Pearl Street, Bos- 
ton. They have added a line of gas stoves, heaters and 
gas appliances. 

Labor troubles threaten to retard the building boom in 
Salem, which bids fair to reach its height in the early 
spring, and Mayor O’Keefe is making every effort to head 
off the movement of the unions for increased wages. 
No trouble is anticipated from the plumbers or carpen- 
ters, but masons, bricklayers, plasterers and sheet metal 
workers are all talking more pay and the Mayor is 
anxious to have the matter settled before the spring rush 
sets in. 


A recent fire in the Tremont Street Methodist Episco- 
pal Church, one of the largest church buildings in Boston, 
brought to light the fact that two different plumbing con- 
cerns were using portions of the basement for storage 
purposes and has resulted in an agitation being made for 
more stringent laws regarding such buildings. The fire, 
which did about $2,500 damage, started in the storeroom 
used by one of these concerns. 


M. A. Dame & Son., plumbers, of Lynn, have secured 
a $32,800 heating and ventilating contract for the ad- 
dition to the English high school building. J. F. Morgan 
& Son bid $33,937, and Reardon Bros., $34,786. 


Thomas Haggerty, for several years a partner in the 
plumbing and hardware business with Bernard Haggerty 
on Summer Street, Adams, has opened a plumbing estab- 
lishment of his own in the Berger building at 95 Sum- 
mer Street, in that city. He has had a number of years’ 
experience and his friends predict success for him. 
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and they make friends 
for this reason 
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Piumbers’ and Steamfitters’ business is too 
important to involve speculation in their work. 
When they want something, they want it right 
first—serviceable and guaranteed to dc what 
is claimed for it. If it fails, their work suf- 
fers and their profits with it. This is natural 
and logical. 

The “‘B’’ Heat Intensifier is a device which 
is enly equalled in quality by our other 
National Products. 

By using it you save on pipe, fitting and 
radiation surface, and obtain more heat units 
by raising the temperature of the water. It 
operates with mechanical precision and is 
reliab'e at all times. 


il 
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let us tell you why you cannot afford to 
be without it. Our National Thermostatic 
Valve, National No. 10 Vent Valve, “‘B’’ Pipe = 
Joint Compound, Automatic Air Valves, ‘‘Per- 
fection’’ Radiator Fitting, ete., are muaran- 
teed products with guaranteed service ahead 
of them. 


T 
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National,Steam Specialty Company 


8-10 South Clinton St., Chicago 
Surpless, Dann & Company, 74 Murray Street, New York 


NEY 








for use in country homes and places 
where gas is not available. 


The “ACME” 


Gasoline 
Water Heater 


is not a make-shift but 
will heat water quicker 
and cheaper than gas. 


Years of satisfactory 
service proves the 
merits of the “ACME.” 


Our proposition will 
interest you. It means 
good profits and _ in- 
creased business. 


Write for particulars and prices, 


The Acme Specialty Mfg. Co. 
: Manufacturers of Gas and Gasoline Water Heaters 


W. W. Station Toledo, Ohio 
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New dersey 


Jaechnig & Peoples, of Newark, N. J., have over $100,000 
worth of work to start shortly, among other operations 
the plumbing and hospital equipment for the change in 
the wings of the City Hospital. This work will run to 
$44,000. The new East Side bath house on Paterson 
Street, in which they will do the plumbing and heating 
and equip a 70x40 foot plunge, is another job which will 
have their attention. They also have six schools either 
under way or about to be started and have just com- 
pleted the plumbing in the City Hospital Nurses’ Home, 
which amounted to $46,000. 








California 
San Francisco and Vicinity. 


The volume of building work started in San Francisco 
during the month of January reached a total of slightly 
more than a million dollars, thus showing a considerable 
gain over the preceding months of November and De- 
cember, though far below the high mark of January, 1914, 
when most of the big Exposition buildings were listed 
among the permits issued. The good showing for Jan- 
uary comes in spite of very unfavorable weather condi- 
tions; and it is believed that the results for early spring 
and summer should be at least as good, though not many 
large private buildings are on the list for the present 
year. The building permits issued in Los Angeles during 
January reached a total of $860,000, which is also the best 
in several ‘months for that city, though below January, 
1914. Some of the smaller cities of the state also showed 
a certain revival for January, this being notably true of 
Oakland and San Diego. Portland and Seattle do not 
seem to have made as good a showing; the January record 
for the former city being only $372,000 and of the latter 
only $408,000, below the December record in both cases. 

Contracts for the plumbing and gas-fitting for the Con- 
cordia Club building were let this week. The plumbing 
and gas-fitting were awarded Kiernan & O’Brien. Con- 
sideration, $2,215. 

Gaspard & Hammong and William P. Goss have se- 
cured the contracts for the heating and ventilating, the 
piping, radiators, etc., for the Chinese Christian Institute 
building on Stockton Street, San Francisco, now being 
erected by the Christian Woman’s Board of Missions. 
Consideration, $4,660. 

The Panama-Pacific Exposition Co. let a contract this 
week for a filtration and pumping system for the auxil- 
lary water supply plant on the Exposition grounds. The 
contract price is $14,575. 

The Western Vacuum Co. has been awarded the con- 
tract for the installation of a vacuum cleaning plant in 
the Wellington Hotel, at the corner of Leavenworth and 
Jones Streets. 

The Pacific Gas & Electric Co., of San Francisco, has 
let a contract to the Rees Blowpipe Manufacturing Co. 
for a blast pipe system, including two 18-feet 9-inch im- 
proved oil gas sets, to be installed at the Potrero gas 
works on Delaware Street at a cost of $686. 

The general contract was let this week for the Winde- 
ler apartment building on Ellis Street, near Jones, to cost 
approximately $100,000. 

Bill & Jacobson were awarded the contract to install 
a vacuum cleaning system in the seven-story Zellerbach- 
Levinson building on Turk Street, near Taylor. 
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Los Angeles. 


The Salt Lake Railroad officials have presented to che 
City Council detailed plans for a proposed new depot, to 
bé located south of Seventh Street on the east bank of 
the Los Angeles River. Vacation of portions of two 
streets is asked, the area of which is proposed to be con- 
verted into tracks. The proposed building will be two 
stories, of concrete, class A construction, and will cost 
approximately $260,000. 

Construction will be started in a few days on a four- 
story hotel building at Third and Hope Streets, Los 
Angeles, to be owned by Lawrence Holmes. The build- 
ing will contain fifty-two rooms with modern plumbing, 
heating, etc. 

The H. R. Boynton Co., of Los Angeles, has been 
awarded a contract for 400 feet of 12-foot lengths of cast 
iron pipe and a ton of fittings for the City of Pasadena, 
Cal. Consideration, $2,000. 

The Public Service Commissioners of Los Angeles are 
advertising for bids on supplying the water department 
with galvanized iron fittings. 

The San Pedro, Los Angeles & Salt Lake Railroad Co. 
has completed plans for the construction of a new pas- 
senger depot at a cost of $300,000. Bids for construction 
will be called for as soon as the necessary franchises can 
be secured from the city authorities. 


Arcadia. 


Arcadia, the town made famous by “Lucky” Baldwin 
as the home of high-bred race-horses, is still on the 
map and the citizens of the town intend to keep it there, 
although racing has been abolished. In the future it will 
be known as “Arcadia, the busy wide-awake city,” if mod- 
ern improvements will do it. The city has just issued 
$130,000 worth of bonds for a new water works plant, and 
$150,000 for street improvements. The city will also 
plant 2,000 shade trees on the improved streets and erect 
a new clubhouse. 


Other Cities in the State. 


Boston & O’Brian, who have been conducting a plumb- 
ing and sheet metal business at Brawley, have dissolved 
partnership. 

W. B. McKinley has sold out his plumbing business at 
long Beach to J. L. Choroske. 

The plumbing firm of Hoffman & Stephenson, at Madera, 
has been dissolved, and Mr. Stephenson will continue the 
business alone. 

Hanford V. Hawley has secured a location at Hanford 
and will open a plumbing business in a few days. 

James Garvin and William Walsh, of Stockton, have 
formed a partnership and will conduct a plumbing busi- 
ness under the name of Garvin & Walsh. 

Piumbing contractors and supply men in Sacramento 
report more figuring now under way than at any time 
during the previous three months. 

The Long Beach Plumbing Co., of Long Beach, ‘Cal., 
has made application for a voluntary dissolution. 

Sealed bids are being advertised for on the plumbing 
and water-piping to be installed in the Fourth Street 
School of San Bernardino. 

The Moon Pneumatic Pump Co., 
corporated to manufacture pumps. 
M. B. Owens, president; Fred M. Snow, vice-president; 
J. C. Thomas, secretary and treasurer; Charles Vincent, 
manager. 

The city of Winters will soon be in the market for 
about three hundred water meters, as it has been prac- 
tically decided to install water meters aes: the 
city. 


Exeter, has been in- 


The incorporators are: 
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Seller 
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If you are 
looking for a 
pump that will 
net you good 
profits and 
satisfy your 
customer 
every. time, 
you will find it 
in the 


HARTLEY 


House Pump 


convenient and serviceable pump 


most adaptable, 
made. 

Handle and spout can 
desired. 


225 


be adjusted to any angle 


Self-draining, prevents danger of freezing. _ | 
The Pump you will always handle after giving it 


a trial. 

The illustration shows 
styles. 

Write today for details 


only one of the many 


and prices. 


C. J. HARTLEY CO. 


Eaton and Water Sts. 


Peoria, Ill. 
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_The Way Out of Your 





Heating 


Problems 


Install the 





“NICO” 
BOILER 


There are many reasons 
why “NICO” Round and 
Sectional Boilers always 
deliver the goods. 

They work right, are 
built right, and the price 
is right, too. 


Let the “NICO” help 
you to “get in right” with 
your clients. 

Write N O W—before 
you turn over this page— 
for our Boiler Index 
showing a complete series 
of round and square boil- 
ers adapted for use in con- 
nection with low pressure 
steam, hot water, vacuum 
and vapor heating sys- 
tems. 


NOVELTY IRON COMPANY, “onic” 


i Tank Heaters, Radiation, Laundry Stoves, Heating Specialties 
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Fig. 195 








Peters Electric House Force Pump 


For use with Water Supply Systems 


The pump that gives 
satisfaction and makes 
your customers recom- 
mend you. 


Complete in every de- 
tail when you receive it. 


Write for prices and 
particulars. 


PETERS PUMP CO., Kewanee, IIl. 


Established 1890 








































































THE REAL PORTABLE 


VISE- BENCH 


Made to fit any vise 
Pays for itself on Gest job in 


cartage alone. 


Easily folded and carried to 


job like any other tool. 


Saves time and labor. 
Requires Lut few minutes to 


stand it up, fasten to floor, and 
it is ready for use. 


Thousands in use by up-to- 


date plumbers and fitters. 


Write today for booklet con- 


taining full details and names 
of satisfied users. 


STANDARD IRON WORKS 


540-50 W. 58th St. 


New York City 




















———p“IT’S ALL IN THE SEAL” ~<— 
The Original Trane Mercury Seal System 
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Patented 





of Vacuum Heating 








accomplishes more with less 
cost of maintenance than any 
other system devised. The 
secret of its efficiency lies in the 


Trane Mercury Seal 


Find out all about it. 
Write today for details. 


Vacuum Heating Co. 
1315 Cherry St. Philadelphia, Pa. 






























Castings. 













Detroit Valve 
and Fittings Co. 


Manufacturers of 


Malleable Iron Fittings and 
Drainage Fittings. 
Special Malleable and Grey Iron 


DET ROIT, MICHIGAN 


Write for Catalogue 
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Seattle and Vicinity. 


Jusiness in Seattle along plumbing and heating lines 
remains fairly quiet, although a slight change for the 
better is noted. There were but few contracts let dur- 
ing the past week and, taking the month of January as a 
whole, business was light. The month of February, from 
all indications, will show a decided improvement over 
its predecessor as several large contracts for business build- 
ings and apartment houses are to be awarded this month. 
Residence work remains light. A majority of the men in 
the trade, however, look forward to a busy spring and 
higher prices than those which obtained during last year. 


In amount of big contracts let during the month of 
January, The Ernst Hardware & Plumbing Co., 514 Pike 
Street, leads the local shops. This company has been 
awarded and is working on the following plumbing con- 
tracts: 110 North 39th Street, W. C. Hubbard; 510 East- 
lake Avenue, T. C. Taylor; 337 North 78th Street, A. J. 
Wize; 5715 Palatine Avenue, Peabody Bros.; 4748 19th 
Avenue, N. E., Chas. Niemi: 2506 Second Avenue, W., 
Emil Beck; 2309 11th Avenue, N., H. N. Canfield and at 
1323 Terry Avenue, for L. Roy. The last job is by far the 
largest of the contracts above enumerated. The work en- 
tails the placing of approximately 100 plumbing fixtures 
in a new apartment house to be built at this location. The 
Ernst Co. reports a promising outlook for the spring and 
summer. 


The University Plumbing & Heating Co., 3939 14th Ave- 
nue, N. E., University District, is ard considerable 
residence work and during the month s!fgned up several 
contracts of importance, among them being buildings for 
A. W. Millroy, at. 5251 and 5255 16th Avenue, N. E.; S. 
Serg, 344% North 71st ani and H. G. Cook, 955 16th 
Avenue, N. 

Norton & Smith, White Building, have been awarded the 
contract for both heating and plumbing in the _ two- 
story building to be erected for the Northern Life In- 
surance Co. at the southeast corner of Fourth Avenue and 
Seneca Street, at a cost of $60,000. Plans for the building, 
which will be of brick, granite and sandstone construction, 
were prepared by Architect Carl Siebrand, Arcade Bldg., 
and the general contract is held by Neil MacDonald, 
Northern Bank Bldg. 

sids for the general and subcontracts on a four story, 
solid brick apartment house to be built for the Woodmen 
of the World, Camp No. 69, on the corner of Pine Street 
and Manor Avenue, will be received by Architect J. O. 
Taft, 2324 10th Avenue, about February 20th. The struc- 
ture complete will cost $105,000. An elaborate heating 
system, will be one of the features of the building. 

Plans for an apartment house to be built for Mrs. Ida 
M. Ericson, of 517 White Bldg., on East Howell Street 
and Summitt Avenue, are being prepared by Architect 
Robt. T. Knipe, Henry Bldg. According to reports bids 
will be received early in March and the cost of the building 
is estimated at $50,000. 

Cornell Bros., Savage-Scofield Building, Tacoma, on a 
bid approximating $100,000, have been awarded the con- 
tract for constructing the Club building for the B. P. O. E. 
lodge, at 7th and C Streets, Tacoma. The structure will 
be four stories, of reinforced concrete construction, 75x112 
feet. C. Frere Champney, Henry Building, Seattle, is the 
architect. It is reported that bids for plumbing, heating, 
ventilating, etc., will be received before February 20th. 
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Portland and Vicinity. 


A visit to the offices of the leading architects and con- 
tractors of Portland is rewarded by indications that the 
city is to be fairly alive with building construction before 
spring puts in an appearance. Nearly every architect in 
the city is working on plans for prospective jobs, a few 
of which are competitive in nature. 

Naturally, with indications pointing toward a busy and 
prosperous season, the plumbing and heating contractors 
of the city are very optimistic. According to reports from 
the heads of various firms in Portland, business since the 
beginning of the new year has been exceptionally good. 
However, the majority of contracts awarded since January 
1st, have been comparatively small. 

Reports from the small shops in towns outside of Port- 
land and throughout Oregon indicate that business has in- 
creased perceptibly since January 1st. Shops in Eugene, 
Salem, Medford, Astoria and Pendleton report renewed 
activity along building, plumbing and heating lines. The 
towns of Salem and Medford, especially, are forging ahead. 

A few of the larger contracts which have been awarded 
during the past two weeks are as follows: The Fess 
System Co., 428 Alder Street, has secured the contract 
for the installation of their oil burning equipment in the 
$150,000 Couch and Shattuck schools. There will be two 
separate beilers of 115 horsepower in each building. W. 
W. Cox, Alberta Street, has the heating contract for the 
Couch school and the Alaska Plumbing Co. the same 
contract for the Shattuck School. 

Plans are being prepared by Architects MacNaughton 
& Raymond, Title & Trust Building, for remodeling the 
business building at the southwest corner of Fourth and 
Alder Streets. The work: entails the expenditure of ap- 
proximately $15,000 and includes the installation of a heat- 
ing system and additional plumbing. Bids for the general 
and sub-contracts will be received early in February. 

The Sound Construction Co., Couch Building, Port- 
land, and Lowman Building, Seattle, which recently se- 
cured the contract for the Federal Building to be erected 
in Medford, announces that bids for the various sub- 
contracts will be received at an early date. Plans and 
specifications for the sub-contracts which include steel, 
plumbing, heating, ventilating, iron work, sheet metal 
work, lighting, etc., are being prepared at this time. The 
contract price for the structure complete is $96,123. Promi- 
nent shops in both Portland and Seattle, as well as those 
in Medford and Eugene, have already announced their in- 
tentions of submitting bids for both plumbing and heating. 

Superintendent of School Properties F. A. Naramore, 
Courthouse, Portland, will receive bids about February 
20th for the general contract on the construction of the 
first unit of the proposed Kennedy school which will cost 
about $40,000. The structure when completed, will. repre- 
sent an outlay of $115,000. It has not been announced 
whether the subcontracts will be handled by the general 
contractor or by the School Board. In all probabilities, 
however, bids for the plumbing, heating, ventilating and 
vacuum cleaning plant will be received separately by the 
School Board. 

The Klamath Lodge of Elks, Klamath, is preparing 
to build a temple in that city, construction work to begin 
early in the spring. The building will cost $50,000 and 
almost all of this amount has been assured. An architect 
will be commissioned to prepare plans for the structure 
early in March. 
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Look / Thats Why Leading 
With- ///( Ya\\ Tank Manufacturers 
in the Jobbers and Plumbers 
Tank Are Using More and More 
QUATURN SILENT 
BALL CQCKS! 
A Fair Test Will Con 
vince YOU of Rapid, 

SILENT FILLING! 
Post-Card Brings Prices! 


a Chicasofanod (Co. 
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OFFICIAL HEATER 


Panama-Pacific International Exposition 


The New Hoffman Automatic 
Gas Water Heater 


stands on its own merits. 
It has proven the Best of 
its Kind on the Market. 


The “Hoffman” 


has special, exclusive, pat- 
ented features that place 
it in a class of its own. 


Costs less—does more. 
A high grade heater at a 
competitive price. 


Every “HOFFMAN” 
you install will bring re- 
peat orders. 


Boo ooo oe oeoeoe5e5e2 


c 


Write for details and 
prices. 








THE HOFFMAN HEATER COMPANY 


Lorain, Ohio 
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USED EVERYWHERE 


There is a large demand for 
} 


he 
BOSTON GREASE TRAP 


for kitchen sinks—and in fact 
every place where grease col- 
lects. 
Prevents waste pipes from 
clogging. Separates grease from 
waste water and retains it 
where it can be easily removed 
because of the large and con- 
veniently located handhole. 

Easy to install. 

Write for prices 
counts 


R. Estabrook’s Sons 
lst and C Streets 
SOUTH BOSTON, MASS. 
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recommend and install the 


UNION GUARAN 









“IN UNION THERE IS STRENGTH” 


For acloset seat with great strength and extra long life, 


It bears the Union Gold and Blue Label—look for it. 
M. P. BERGLAS MFG. CO., Fulton and Furman Streets., BROOKLYN, N. Y. 


TEED SEAT 























Cesspools 
Meter Boxes 
Sink Brackets 
Service Boxes 


Manuf’d by MODERN IRON 


Ceiling Plates 
Floor Flanges 
Pipe Hangers 
Testing Plugs 
















PLUMBING and STEAM SPECIALTIES 


Eccentric Reducers 
Flush Tank Regulators 
Refrigerator Drains 
Wireless Pipe Locators 


WORKS, Quincy, Ill. 


























The_Loew Vic 





expense to a mini 






details 






9100 Madison Ave.,N 









tor Pipe Machine 


makes pipe threading easy and reduces 


mum. 


Investigate. Write for Catalog and 


| THE LOEW MANUFACTURING CO. 


. W. Cleveland, Ohio 



















their own. 
pective buyer of your busine 
hnd out is through an advert 










Want to Sell Your Business? 


There are hundreds of men who are seeking loca- 
tions suitable for the establishment of a business of 
One of these men may 


be the pros- 
ss. The best way to 
isement in the Classi- 


hed Department of “Domestic Engineering.” 























WATER SUPPLY SYSTEMS 
and 
PUMPING UNITS 


Hand Power, Automatic Electric 

Power, Gas and Gasoline Power. 

Get our Catalogues and Prices 
before you buy. 


STANDARD PUMP & ENGINE CO. 


518 Prospect Ave.,N.W. Cleveland, O. 














WRITE FOR 





catalogue and complete s 
for “Ejectors for Buildings 








Merritt Hydraulics Co., 











Priestman Sewage Ejector 


cifications 


Literature on Merritt Siphons Sewage Disposal Apparatus and 
G-K Pipe Joint Compound furnished on request. 


96 N. Broad St., Philadelphia 
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Heating Department. 

1,126,792. Pipe-Threading Machine. George W. La Voo, 
Steubenville, Ohio. In a pipe threading machine, a chuck 
for holding and rotating a pipe axially, a carriage, a plurality 
of threading dies supported by the carriage, a scroll for closing 
and opening the dies with respect to the end of the said pipe, 
means for feeding the dies toward the pipe and backing the 
same away therefrom, a stop, arranged to arrest the back- 
ward movement of a portion of the scroll at one side of the 
axis thereof while permitting the axis of the scroll to con- 
tinue its backward movement, thereby causing the rotation 
of the scroll and the closing of the dies. 
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1,127,282 














. 1,126,792 

1,127,282. Drainage-Valve. James R. Reniff, Chicago, Ill. 
The combination of a radiator, a steam supply conduit there- 
to, a valve controlling the steam supply, a drainage outlet in 
the supply pipe on the outside of the radiator, said drainage 
outlet having a valve seat, and a valve engageable with said 
seat, the back of the valve facing that end of the conduit to 
which the controlling valve is connected and being exposed 
to the steam supply pressure, said valve being closed by the 
pressure against the back, and that side of the valve which 
engages the drainage outlet seat having a portion facing 
that side of the conduit which leads to the radiator, and 
being exposed to the condensation pressure in the radiator. 





Plumbing Department. 


1,127,078. Water-Heater. Frank A. Nieberding, Cleveland, 
Ohio. In a water heater, the combination, with a pair of gen- 
erally bell shaped casing members fitting one within the other 
and flared at their bottoms to form a pair of horizontally dis- 
posed annular flanges and contracted at their tops to provide 
for each a substantially horizontal wall, the flanges and walls 
having opposed annular seats, of a packing means interposed 
between the adjacent seats and comprising a pair of rings of 
yielding material, one for each of the seats, and a hollow an- 
nular spring member, the interior of which communicates 
with the interior of the casing and having a pair of flanges 
which bear against the inner surfaces of the aforesaid rings. 

1,127,207. Disinfecting Apparatus. Daniel J. Doran, 
Brooklyn, N. Y., assignor to West Disinfecting Co., a Cor- 
poration of New York. In a drip disinfector, an outer cas- 
ing, a fluid container within the same having an opening in 
its bottom limited by depending walls, a substantially cylin- 
drical plug having a circumferential groove, a wick within 
said groove, a capillary band for holding said wick in place, 
means for supporting said plug with the ends of said wick 
under said opening, and means for varying the pressure 
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exerted by said walls upon said wick, substantially as de- 


scribed, 

1,127,235. Catch-Basin. Abraham Hamilton, Winnipeg, 
Manitoba, Canada. In a device of the class described, a base 
having a centrally located hole therein, flanges extending 
downwardly from said base, a rod pivoted between said flanges, 
a catch basin secured to said rod and ‘adapted to close the 
hole in the base, a projection formed on the said rod and 
extending at an angle thereto, a clip for holding said projec- 
tion in a horizontal position, apertures formed in the base, 

















1,127,207 


chains connected to the said projection and extending up- 
wardly through said base, walls formed on and extending up- 
wardly from said base, apertures formed in one of said walls, 
hooks on the ends of the chains arranged to engage the said 
apertures, springs on the rear of said wall for retaining the 
hooks in the apertures, and a hook formed on the side of 
said wall arranged to engage one of the chains when not 
in operation. 
DECLARES EX-PRESIDENT TAFT REALIZES 
VALUE OF GOOD PLUMBING. 








’ 


Some time ago “Domestic Engineering” asked the Hon- 
orable Wm. Howard Taft for his opinion of the great 
work which master plumbers are accomplishing in the 
sanitary betterment of American civilization, and par- 
ticularly his opinion as to what credit the craft will ob- 
tain from the officers and directors of the Life Extension 
Institute of New York, a national organization of which 
he is a director, and which as a public institution, seeks 
to disseminate and apply knowledge of the science of 
disease prevention. 


The ex-president directed Elmer E. Rittenhouse, presi- 
dent of the Life Extension Institute to answer “Domestic 
Engineering’s” query. The letter from Mr. Rittenhouse 
follows: 

“Judge Taft, as you are doubtless aware, is keenly in- 
terested in the advance of every branch of science or of 
human activity that tends to make life healthier, happier 
and more livable. His natural interest in this subject 
was greatly accentuated by personal observations in the 
insular possessions of the life-saving possibilities of house- 
hold and community hygiene, the most important element 
of which is sanitation. Personal hygiene is the other 
great factor in the war against needless sickness and 
premature death, in which we are especially interested. 
It is scarcely possible to overestimate the importance of 
the particular branch of hygiene in which you and many 
readers of your journal are engaged; and it is most grati- 
fying and encouraging to note that this branch of en- 
gineering is fully abreast, if not ahead, of the others in 
the wonderful advance that has been made in every 
phase of the science of disease prevention during the 
years. Judge Taft, I am sure, shares my views fully on 
this question, and would have been glad to write you 
directly, but for the heavy pressure of his correspondence 
and engagements at this time.” 
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O 
l ONLY ONE WORKING PART 


The “Eclipse” Back Pressure 
and Relief Valve 


for condensing 
or non-con- 
densing plants. 











Absolut ely 
noiseless and 
tight under 
vacuum. 
Maintains 
highest 
vacuum or 
highest back 
pressure 
equally well. 


Can be changed from one service to the 
other instantly. 
Both horizontal and vertical. 


Most durable, effective and sensitive valve 
made. 


Write for Catalog 





sé 


D,” prices and discounts. 





Hughson Steam Specialty Co. 



































] 5019-23 S. State St., CHICAGO 
fa] 














{——] [co ) 


O 














SIMPLICITY 


Nothing in Tank But Air and Water 
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A man has one opportunity in a lifetime, so 
don’t let it get away by overlooking the exclusive 
agency for the AMERICAN LINE. No competi- 
tion. DIRECT TO PLUMBERS. 


AMERICAN VALVE & TANK CO. 
Indianapolis, Ind., U. S. A. 
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with order. 





Situations Wanted. 


WANTED POSITION—AS SALESMAN. 
Fourteen years’ experience in mill and 

Plumbing supply. Address 2124, care 

‘“‘Domestic Engineering,’’ Chicago. 








— 








Situations Open. 





~.me 

WANTED—SALESMEN THOROUGHLY 
experienced in the Piumbing and Mill 
Supply Business. Address Standard Pipe 
and Supply Company, Erie, Pa. 2-6; 13 


WANTED—SALESMAN FOR TEXAS 
territory, experienced in selling plumb- 





ing, steam and mill supplies. Address: 
The Ahrens & Ott Mfg. Co., San Anto- 
nio, ‘lexas. 2-13: 20; 27 and 3-6 





WANTED—LIVE SALESMAN TO SELL 

on commission, high grade line of spe- 
cialties to the Plumbing and Heating 
trade. Must be active in the field and 
give references. Write at once for par- 
ticulars to: Mechanicville Specialty Sup- 
ply Mfg. Co., Mechanicville, N. Y. 2-13 


WANTED—SALES MANAGER, A CANA- 

dian farming implement manufacturing 
corporation has an opening for experi- 
enced sales manager (preferably with ex- 
perience in above line), to take full charge 
of sales department; attractive salary and 
commission contract guaranteed to right 
party; $2,500 cash investment and Al ref- 
erences required. This is a high grade 
proposition for a high grade man. Invest- 
ment fully secured. Correspondence treat- 
ed strictly confidential. Address 2120, care 
‘Domestic Engineering.”’ 2-6; 13; 20 





DOMESTIC ENGINEERING 


4 Cla S ‘ifn Adve white nimi tl 


Advertisements under this heading 4 cents per word per issue, address included. 
To insure insertion copy should be received not later than Wednesday afternoon. 


WANTED—FACTORY 


SU PERINTEN- 
dent. Position vacant for a high grade 


factory superintendent, with executive 
ability, to take full charge of all branches 
of a farming implement factory in Cana- 
da; applicant must be able to invest $2,500 
cash and move at once to Ontario, Cana- 
da; contract with good salary guaranteed 
to right party; investment covered by 
guaranteed security. Address 2121, care 

‘Domestic Engineering,”’ 2-6; 13; 29 





WANTED—TREASURER. LARGE MAN- 

ufacturing corporation, established 1850, 
location Canada, has a vacancy for a 
highly efficient business man as secre- 
tary and treasurer; party must be able to 
invest at least $5,000 cash and give best 
of references as to ability and character; 
contract with good salary guaranteed to 
right party; investment absolutely se- 
cured: answer in full or no attention paid. 
Address 2122, care ‘‘Domestic Engineer- 
ing.”’ 2-6; 13; 20 








For Sale. 


FOR SALE—OLD ESTABLISHED 

Plumbing, heating and electric busi- 
ness in Kansas. Good proposition. Ad- 
dress Kansas, care ‘“‘Domestic Engineer- 
ing,’’ Chicago. 2-13 














Miscellaneous. 





SELI. YOUR SURPLUS COUPLINGS 
and fittings. Write us. The A. &. 
Mfg. Co., 557 W. Lake St., Chicago. tf 





Vol. LXX, No. 7 


| 


Send cash 


Books for Your Trade Library. 





Dean’s Steam Fitter’s Computation 


DES ‘kdaeive cn 060650006 6400 eek enenees $2.50 
A Practical Manual of Steam and Hot 

Water FRGRCIne ..n.ccccccevcwesecerse 2.50 
Dean’s System of Greenhouse Heating 

by Steam or Hot Water............ 2.00 
Tables for Calculating Sizes of Steam 

PEGR:. vedkennaddesoccaveddendsaeesd coe 2.00 
Sanitation in the Modern Home...... 2.00 
Sanitary Sewerage of Buildings...... 1.50 
Making the Business Pay............ 1.00 
Sizes of Flow and Return Steam 

DED n66eeneedeebnedseeuteseenvedes .50 
Hot Water for Domestic Use......... .50 


Air Valves for Steam Heating Systems .25 
A Complete Guide to Testing Plumb- 


Dt - cannes dncebneobweawesebaae sees Ves .290 
Notes on Heating and Ventilation, 
ye, ee errr Pree 2.50 


A Practical Manual of Steam and Hot 
Water Heating, Edward R. Pierce. 2.50 
Practical Steam and Hot Water Heat- 
ing and Ventilating, A. G. King.... 3.00 
The Principles of Heating, William G. 
DE. ctdusduncees de ebiacévencced eke 2.00 


Domestic Engineering 
445 Plymouth Court, Chicago 














give perfect service. 


The 


tail. 


china. 














There is satisfaction in knowing for a certainty 
before you instal] a closet combination that it will 


The Lampoco Reverse 
Trap Combination 


always makes good be- 
cause it embodies cer- | 
tain exclusive practical 
principles. 
Reverse 
Bowl is positive in ac- 
tion—guaranteedto re- 
move upwards of thirty 
Sheets of toilet paper 
with each operation. 


Perfect in every de- 
Tank and bowl 
both made of 
pure white 


Up-to-date trimmings 
—modern designs. 


Tested under water 
before shipment. 


Try the LAMPOCO 
on your next contract. 


5794 Write for Catalog A. 


Lambertville Pottery Company 
Lambertville, N. J. 





Trap 


same 
vitreous 


value. 








Johnson’s New Handy Manual 


on Plumbing, Heating, Ventilating 
and Mechanical Refrigeration 





years’ service in workshops and has superintend- 
ed the installation of plumbing and heating sys- 
tems of all descriptions. 
enabled him to write this thorough treatise on 
plumbing, heating, ventilation, 
cleaning and mechanical refrigeration. 
that six large editions have been sold proves its 
The large amount of additional informa- 
tion in this edition makes it still more valuable 
than any of its predecessors. 
380 pages, illustrated, $1, postpaid. 


Domestic Engineering, 445 Plymouth Ct., Chicago 


This is a_ practical 
book for practical men 
by a practical man. It is 
the seventh edition, re- 
vised up to date and en- 
larged by the addition of 
instructive chapters on 
Vacuum Cleaning -and 
Mechanical  Refrigera- 
tion. The author, J. W. 
Johnson, learned the 
plumbing and _ heating 
trades from the bottom 
up. He has seen many 


His ripe experience has 


lighting, vacuum 
The fact 


Bound in cloth, 


























There is no harm done if you mention “Domestic Engineering” when writing advertisers. 























